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Environmental Assessment Report 
5000-5116 West Lincoln Avenue 
West Allis, Wisconsin 

Project No. 95791 

INTRODUCTION 

This report presents the findings of an environmental assessment conducted at 5000-5116 West 
Lincoln Avenue in West Allis, Wisconsin. Fox Environmental Services, Inc.. (FOX) has been 
retained by Robert & Sandra Zidar to conduct an environmental assessment of the property as 
described in the Scope of Work submitted to Mr. Zidar dated September 26, 1995. 

The purpose of this assessment is to assist Robert & Sandra Zidar in identifying real and 
potential environmental impairments, or risks of impairment that represent existing or potential 
financial and legal liabilities to responsible parties. The findings of this assessment are based on 
interviews and documents from the city of West Allis building inspection and assessor offices; 
Knight-Barry Title, Inc.; the West Allis Fire Department; the Wisconsin Department of Natural 
Resources (WDNR), the Department of Industry, Labor and Human Relations (DILHR), the 
review of aerial photographs, and the on-site inspection. Data received from the interviews, and 
the records reviewed are all assumed to be factual and accurate. 



BACKGROUND 

Pro perty Location/Description 

The subject property is located at 5000-51 16 West Lincoln Avenue (SE SW, S2, 6N, 2 IE) and 
consists of an irregular-shaped building, parking lots and outside storage areas (Figure 1). The 
property is located on the north side of West Lincoln Avenue, adjacent to a Chicago & 
Northwestern Railroad track line. There are parking areas on all four sides of the- building. 
Directly adjoining the property are the following: 

South - across West Lincoln Avenue, Oilgear Company and residential development; 
East - A Chicago & Northwestern Railroad track line and General Electric Company facilities; 
North - A Chicago & Northwestern Railroad track line and commercial development; 
West - Grebe's Bakery; 
Property H istory 

To detennine previous ownership and use of the property a review was made of all available 
historical records. This included files from the city of West Allis building inspection and 
assessor offices, review of Sanborn Maps, examination of aerial photographs, and obtaining a 
history of land ownership from Knight-Barry Title, Inc. 
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Building Inspection Records 

FOX reviewed available permits and letters of correspondence at the West Allis building 
inspection office (Appendix A). The significant permits and letters are as follows: 

1945 - Wisconsin Metal Fabricating Company, permit # 47470 construct office, locker and 
shower building, permit # 17684 construct a concrete block industrial building. 

1946 - West Allis Grey Iron Foundry, permit # 47900 install boiler, unit heaters and stoker, 
permit # 19418 construct addition to original foundry. 

1950 - Allied Smelting Company, permit # 28381 raise roof of foundry building ten (10) feet. 

1954 - Permit # 79662 issued to Socony Vacuum Company to install a 1,000 gallon oil tank. 

1956 - Permit # 92906 construct an industrial building to be used for lead smelting. Permit # 
96470 install gas-fired boiler. Permit # 93364 construct addition to factory, permit # 94120 
construct addition to office. 

1958 - Permit # 103548 issued to The Hennes Company to install an exhaust stack. 

1962 - Allied Smelting, permit # 111811 install 2,000 gallon underground gasoline tank. Tank 
was installed by Diamond Engineering Company. Letter on file from the building inspector to 
the Milwaukee County Department of Air Pollution Control regarding complaints from 
residences near Allied Smelting relative to pollution of the atmosphere from smelting operations. 

1964 - Letter on file to Allied Smelting from the West Allis city attorney regarding residential 
complaints of noise and vibrations. According to results of an on-site inspection the noise was 
due to excessive air being used in one (1) furnace. 

1967 - Letter on file to West Allis city attorney from the building inspector relative to ongoing 
complaints from residences near Allied Smelting Company regarding excessive noise, fires in 
smoke stacks, discharge of sulfuric acid fumes and constant humming noises. 

1968 - Permit # 126811 issued to Allied Smelting to construct an addition to house air pollution 
collector equipment. 

1972 - Permit # 133944 issued to Allied Smelting to construct a factory addition. 

1981 - Permit # 146550 demolish steel buildings on the east, west and south sides of the main 
building. 

1982 - Permit # 148203 construct warehouse addition. 
1990 - Permit # 159765 construct mezzanine addition. 

1992 - Permit # 164649 remove one (1) underground petroleum storage tank, contents unknown. 
The tank was to be assessed by Dames & Moore if required by the West Allis Fire Department. 
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Letter and complaint notice on file from the West Allis building inspector to CSM, Inc at 51 16 
West Lincoln Avenue, regarding spray painting operations at the site without exh aus t 
ventilation. CSM, Inc. was ordered to stop all spray painting operations milfl^S?^ 
obtained to insta a proper ventilation system. The building inspector discovered S spray 

Z S °^ew;^n n T S rf ^ th T? f d PaiDt *** P rofessi0 ^ SP"* guns stored at the 
She sit? Department had also received complaints regarding spray painting at 

1994 - Permit # 168859 install a three (3) ton Lennox condenser on the roof of the building. 
Property Ownership 

474-0007-003 was traced by Knight-Barry Title, Inc. through a review of documents at the 
Milwaukee County Register of Deeds (Appendix B) as follows: 



The Mitchell Properties (Parcel I) 


1940- 1945 


Lester J. & Marion Marks 


1945 - 1949 


Morris Weitzman & Abe Weitzman 


1949- 1956 


A & S Realty Company 


1956- 1980 


Allied Smelting Corporation 


1980 - 1980 


Tony Zidar, Jr. & Robert Zidar 


1980 - 1992 


Robert & Sandra A. Zidar 


1992 -present 


The Mitchell Properties (Parcel H) 


1940- 1944 


Superior Steel Products Corporation 


1944- 1947 


Standard Real Estate Company 


1947-1947 


Roth & Taplin Housing Corporation 


1947-1947 


The Dorst Company 


1947 - 1952 


A & S Realty Company 


1952- 1961 


Allied Smelting Corporation 


1961 - 1980 


Tony Zidar, Jr. & Robert Zidar 


1980 - 1992 


Robert & Sandra A. Zidar 


1992 -present 



Assessor Records 



FOX reviewed available files at the West Allis assessor's office. The current owners of the 
property are Robert & Sandra A. Zidar (Appendix C). The original structure on the site was 
constructed in 1945 and remodeled in 1956 and 1981. The building at 51 16 West Lincoln had 
formerly been occupied by Allied Smelting Company. According to a notation on an assessor's 
card, Allied Smelting disposed of and recycled waste storage batteries. New buildings were 
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constructed on the property in 1982. A letter on file to the West Allis city clerk from the 
Chicago Northwestern Railroad requests information to proceed with the removal of a railroad 
spur (track # 432) at Allied Smelting Company, 51 16 West Lincoln Avenue. 

Previous Environmental Activities 

Drake Environmental, Inc. completed subsurface investigative and soil remediation activities at 
the site m conjunction with the removal of three (3) underground storage tanks (USTs) in 
September, 1992. According to documents reviewed by FOX, the tanks were 550, 1,000 and 
2,000 gallons in size and had contained gasoline (Appendix D). Nine (9) soil borings were 
installed on the site in 1993. One boring was converted to a groundwater monitoring well. In 
November, 1993, 649 tons of contaminated soil were excavated and disposed of at the Metro 
Regional Disposal Facility. Based on information provided to the WDNR the site was closed on 
February 10, 1995 and no further investigative activities or other actions relative to the cleanup 
were required. 

Aerial Photographs 

Historical land use was evaluated from low-altitude aerial photographs of the site Hie 
photographs for the years 1963, 1967, 1970, 1975, 1980, 1985 & 1990 were obtained from the 
Southeastern Wisconsin Regional Planning Commission (SEWRPC). 

1963 - There is an irregular-shaped building or a cluster of several small buildings at the west 
end of the property. A small stand-alone building is located at the east end of the site. There is 
a residence, large parking lot and a large building directly south of the site, across West Lincoln 
Avenue. A rectangular-shaped building is located on the adjoining property to the west. 

1967 - The small building at the east end of the site has been removed. The building at the west 
end of the property has been enlarged to the east. Several large smokestacks are visible on the 
buildings at the west end of the property. There appear to be materials stored outside at the east 
end of the site and along the north boundary, adjacent to the railroad tracks. West Lincoln ' 
Avenue has been improved to a four-lane divided roadway. 

1970 - No significant changes to the site or surrounding properties. 

1975 - The buildings on the site are unchanged. There appears to be some type outside storage 
area at the east end of the property. Long, rectangular racks or equipment are stored adjacent to 
the east end of the buildings. 

1980 - The outside areas of the site around the perimeter of the buildings have been cleaned up 
or resurfaced. There is no evidence of materials stored outside on the property. The buildings 
remain unchanged. No changes are evident on the adjoining properties. 

1985 - Several of the old buildings on the site have been removed and two (2) new buildings 
have been constructed on the property. One new building is located at the west end of the site, at 
the southwest corner of the property. One of the original buildings has been retained on the site 
and is located directly north of the new building at the southwest corner of the property. A 
second, rectangular-shaped building has been constructed at the north end of the property, 
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adjacent to the railroad tracks. There are parking areas at the east, south and west ends of the 
site. 

1990 - No significant changes to the site or surrounding properties. 
Sanborn Maps 

Historical land use was evaluated from insurance maps of the site. The maps for the years 1927, 
1950, 1966 and 1968 were obtained from the Sanborn Map Company in New York. 

1927 - The site is undeveloped. Gordon Avenue South extends across the site in a northwest to 
southeast direction. The Inland Steel Company of Wisconsin is located on the property directly 
to the northeast, across the Chicago & Northwestern Railroad tracks. There are two (2) 
aboveground storage tanks (ASTs) at the west end of the Inland Steel property. The tanks are 
24,000 and 100,000 gallons and contained fuel oil. The tanks were located approximately 
300-350 feet northeast of the subject site. The Inland Steel site consisted of a large building 
that housed a galvanizing room, warehouse, mill room, bar room, furnace room, machine shop, 
carpenter shop and annealing room. Smaller buildings on the Inland Steel site were utilized as a 
hospital, lunch room, offices, lumber storage and gate house. 

1950 - The property at 51 16 West Lincoln Avenue is occupied by the Grey Iron Foundry. The 
building on the site is irregular-shaped and houses a foundry, core room, offices, warehouse and 
heater room. Four (4) circular dust collectors are located outside on the south side of the 
building. There is a small stand-alone brick storage building located approximately 25 feet north 
of the main building. The tanks and buildings that had been located on the Inland Steel 
Company of Wisconsin property have been removed. All that remains on the former Inland 
Steel site is one (1) small building which is vacant. The General Electric X-Ray Corporation is 
located at 4855 West Electric Avenue, northeast of the site. 

1966 - The property at 5116 West Lincoln Avenue is not shown on the map. The adjoining 
property to the west is occupied by a bakery. The bakery consists of a store, loading dock, oven 
room, boiler room and processing & freezing room. The bakery was constructed in 1963. A 
steam laundry (constructed 1965) is located directly west of the bakery. There is a filling station 
on the southwest corner of South 54th Street and West Lincoln Avenue. 

1968 - The building at 51 16 West Lincoln Avenue has been enlarged to the east. The building 
consists of a core room, lead smelting, furnaces, bake house, heater room, offices, scrap iron 
storage (constructed 1967) and warehouse. There are a total of nine (9) cooling towers on the 
property, six (6) at the southwest corner of the property and three (3) on the north side of the 
building. There are four (4) flue dust collectors adjacent to the south side of the building. A 
large building has been constructed on the property directly to the north, across the railroad 
tracks. The building is identified as a factory. 

Topography/Drainage 

According to the U.S. Geological Survey Topographic Quadrangle Map of the area (Milwaukee, 
Wisconsin, 1958, photorevised 1971) the site is approximately 685 feet above mean sea level 
(Figure 1). The surface topography in the immediate area is relatively level but gently slopes 
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downward to the northeast. The Menomonee River is located approximately 1 1/2 miles to the 
northeast. Based on this information, it is anticipated that both surface water drainage and 
shallow or perched groundwater flow in the vicinity of the site would be to the northeast toward 
the Menomonee River. 



REGULATORY INFORMATION CONCERNING SITE & VICINITY 
Wisconsin Department of Natural Resources (WDNR) 

The Southeast District of the WDNR provided FOX with the following information: 
Wisconsin Hazardous Waste Generators 

The subject site and Grebe Bakery are not listed as hazardous waste generators in the 1994 
report. The Oilgear Company located directly to the southeast, across West Lincoln Avenue is 
listed as a large quantity generator. Oilgear generated 470,040 pounds of hazardous waste 
during the 1 994 reporting period. 

Spill Reports for Milwaukee County 

According to the statewide spills list, there have been no reported spills on the subject property 
in the past six years. There has been one (1) spill on a site within 1/4 mile of the subject 
property in the past six years. An unknown quantity of nitric acid was spilled at 4855 Electric 
Avenue (General Electric Company) on January 7, 1992. The spill generated a "no action taken" 
response from the WDNR. The spill site is located approximately two (2) blocks northeast of 
the subject property. Based on distance, location and the WDNR's response there is no evidence 
that the spill has impacted the subject property. 

Registry of Waste Disposal Sites in Wisconsin 

According to the Wisconsin Department of Natural Resources (WDNR) Registry of Waste 
Disposal Sites in Wisconsin (June 1993 Update), there is no landfill on the subject property. 
There is one landfill at a site within 1/2 mile of the subject property. The landfill (Wehr Steel) is 
located in the SE 1/4 Section 2, T6N, R21E. This would place the landfill approximately 1/2 
mile northwest of the subject property. 

FOX contacted Ms. Doris Nadolny, Records Manager, WDNR Bureau of Solid & Hazardous 
Waste Management, Southern District, Madison, Wisconsin, to obtain available information 
relative to disposal activity at the Wehr Steel landfill (Appendix E). According to information 
on file, the Wehr Steel facility was being monitored by the WDNR relative to the proper 
disposal and management of PCBs (polychlorinated biphenyls) and equipment containing PCBs 
(NR. 157). Most of the correspondence on file is dated 1978. The address of the Wehr Steel 
facility is identified as 2 1 00 South 54th Street. 

Wehr Steel Company had three (3) indoor transformers, thirty (30) indoor capacitors and 
twenty-four (24) outside capacitors that contained PCBs. The WDNR instructed Wehr Steel to " 
establish a written program for the disposal and management of PCBs according to the 
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guidelines and requirements of NR 157. Westinghouse Electric Company had removed PCBs in 
two (2) indoor transformers over a two (2) year period. The transformers were retrofitted with 
non-PCB fluids. 

Based on distance, location and information provided by the WDNR there is no evidence that the 
Wehr Steel landfill has impacted the subject property. 

Underground Storage Tank Removal, Investigation & Cleanup 

According to the WDNR's computerized leaking underground storage tank (LUST) removal, 
investigation and cleanup list there is one (1) tank project on the subject property. There are 
twelve (12) tank projects on sites within 1/2 mile of the subject property. The identity, reporting 
date, location, priority ranking and approximate distance of the tank projects relative to the 
subject property are as follows: 

Note: priority rankings are based on contaminant type and concentration, soil type, soil 
permeability and threat to human health and the environment. Priority #1 is a high priority, # 2 
medium, # 3 low and #4 is unknown pending further investigation. 

Allis Machine, Inc. - 5708 West Lincoln Avenue - priority # 2 - reported 9/10/93 - six (6) blocks 
west; 

Allis Transmissions - 5330 West Lincoln Avenue - priority # 3 - reported 4/16/90 - two (2) 
blocks west; 

C D Baird - 5325 West Rogers - priority # 3 - reported 2/22/90 - five (5) blocks northwest; 

CRC Wasco - 5116 West Lincoln Avenue - priority # 2 - reported 9/24/92 - tank project 
closed 2/10/95 - subject property; 

Dings Corporation - 4740 West Electric Avenue - priority # 2 - reported 12/4/90 - three (3) 
blocks northeast; 

Donahue Trucking - 4653 West Electric Avenue - priority # 2 - reported 5/16/91 - tank project 
closed 7/7/95 - four (4) blocks northeast; 

Fleischman-Kurth I - 2100 South 43rd Street - priority # 1 - reported 5/31/90 - seven (7) blocks 
northeast; 

Fleischman-Kurth II - 2100 South 43rd Street - priority # 1 - reported 10/26/90 - seven (7) 
blocks northeast; 

G.E. Medical Systems II - 4855 West Electric Avenue - priority # 2 - reported 9/6789 - tank 
project closed 10/8/91 - two (2) blocks northeast; 

G.E. Medical Systems I - 4855 West Electric Avenue - priority # 1 - reported 1 1/29/88 - two (2) 
blocks northeast; 
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General Electric Hotpoint - 2205 South 43rd Street - priority # 2 - reported 6/1/87 - tank project 
closed 1 1/1 1/92; Eight (8) blocks northeast; 

Carol Mueller property - 5730 West Lincoln Avenue - priority # 2 - reported 6/10/91 - six (6) 
blocks west; 

N I Industries - 4601 West Lincoln Avenue - priority # 3 - reported 10/16/89 - tank project 
closed 10/4/90 - four (4) blocks east; 

The underground storage tanks (USTs) on the subject property (CRC Wasco) had impacted the 
site. However, based on documentation provided to the WDNR relative to investigative and 
remedial activities on the subject property the tank project at the site was closed on 2/10/95. 
Based on distance and location there is no evidence that the remaining tank projects have had a 
negative environmental impact on the subject property. 

Hazard Ranking List 

The Hazard Ranking List (July - 1994) does not identify the subject site or any sites within one 
(l)mile of the site. 

Inventory of Sites or Facilities Which May Cause or Threaten to Cause Environmental 
Pollution 



The subject property and sites within 1 mile are not listed as facilities which may cause or 
threaten to cause environmental pollution. 

Department of Industry. Labor & Human Relations fDILHm 

The computerized list of underground storage tanks maintained with DILHR shows three (3) 
tanks are currently registered at this site and two (2) registered at a property in the general 
vicinity of the site as follows (Appendix F): 

Wasco - 5116 West Lincoln Avenue - 2,000 gallon leaded gasoline, closed by removal 9/17/92; 
550 gallon unleaded gasoline, closed by removal 9/17/92 and 2,000 gallon diesel fuel, closed by 
removal 9/17/92. 



Grebe's Bakery - 5132 West Lincoln Avenue - 10,000 gallon diesel fuel, installed 12/14/88, tank 
is in use;. 8,000 gallon diesel fuel, installed 1966, closed by removal 12/15/88. 

The original DILHR registration forms (SBD-7437) show that two (2) underground tanks at 
5116 West Lincoln Avenue (Wasco) were registered twice (Appendix F). A 2,000 gallon diesel 
fuel tank (Tank ID # 40100918) was registered as abandoned with no product on 9/17/92. A 
2,000 gallon unleaded gasoline tank (Tank ID # 40100918) was registered on 8/20/93 as closed - 
tank removed. A 550 gallon unleaded gasoline tank (Tank ID # 40100919) was registered as 
abandoned with no product on 9/17/92. A 550 gallon unleaded gasoline tank (Tank ID # 
40100919) was registered on 8/20/93 as closed - tank removed. A 1,000 gallon unleaded 
gasoline tank was registered on 8/20/93 as closed by removal (Appendix F). 
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National Priorities List (NPL) 

The list of all sites placed on the National Priorities List (Superfiind sites) was reviewed. The 
subject property and sites within one (1) mile of the subject property were not found on the list. 

CERCLIS List 

FOX reviewed the USEPA's current Comprehensive Environmental Response Compensation 
and Liability Information System (CERCLIS) listing of sites in the state of Wisconsin. The 
subject property and sites within one (1) mile of the subject property are not identified on the 
CERCLIS list. 

West Allis Fire Department 

FOX contacted the West Allis Fire Department to obtain available information relative to the 
former use of the site by Allied Smelting Corporation. Chief Raymond Schrader, is not aware of 
any major incidents at the site relative to Allied Smelting operations on the property. Chief 
Schrader has no first hand knowledge of the Allied Smelting operations. Allied Smelting was in 
operation prior to his association with the West Allis Fire Department. FOX interviewed Fire 
Prevention Inspector Frank Zaller, a lifelong resident of the city of West Allis. According to 
Inspector Zaller, Allied Smelting was in the business of recycling waste lead/acid batteries. 
Inspector Zaller informed FOX that large numbers of batteries were stored outside on the 
property. There were several small buildings scattered throughout the Allied Smelting site. 
Inspector Zaller does not recall any incidents involving the spilling of sulfuric acid at the site 
and has no personal recollections of any other major problems on the property. 



OBSERVATIONS AND FINDINGS 

On October 9, 1995, Mr. Gerald T. Frank, representing FOX, conducted an environmental 
assessment of 5000-51 16. West Lincoln Avenue in West Allis, Wisconsin. Mr. Don Balsiewicz, 
Concrete Raising Corporation, provided FOX with access to the buildings and outside areas of 
the property. 

The property consists of masonry buildings, asphalt and concrete parking lots and outside 
storage areas. The property is located on the north side of West Lincoln Avenue between South 
50th & South 52nd Streets (Figure 1). 

The building identified as 51 16 West Lincoln Avenue is located at the west end of the property. 
A driveway at the west end of the site provides access to the buildings at 5116 and 5110 West 
Lincoln Avenue. The building at 5116 West Lincoln Avenue is currently occupied by Prime 
Building Supply. This building (5116) is the only structure remaining on the property that had 
been a part of Allied Smelting Company, a former occupant of the property. The additional 
buildings on the site were constructed in 1982. 
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The property is currently owned by Robert & Sandra A. Zidar. According to Bob Zidar, the 
buildings that were occupied by Allied Smelting Company were elevated in relation to the 
surrounding properties. After the purchase of the property in 1981 all of the buildings that had 
been used by Allied Smelting were demolished and removed with the exception of the structure 
at 5116 West Lincoln Avenue. Following building demolition activity approximately four (4) 
feet of soil were removed to prepare the site for new construction activity. Mr. Zidar informed 
FOX that approximately 2-3 feet of soil were removed from the remaining areas of the site. 

FOX attempted to interview Mr. Max Adler, the former President of Allied Smelting Company. 
However, Mrs. Adler informed FOX that Mr. Adler is unable to speak on the phone due to ill 
health. Mrs. Adler has no information relative to the whereabouts of Mr. Boris Kruchkoff a 
former co-owner of the property with Mr. Adler. Mrs. Adler is unable to provide any 
information regarding former employees of the company. 

FOX contacted the West Allis Historical Society to obtain available information relative to plant 
operations and names of former employees associated with Allied Smelting Company. Mr. Gary 
Gatton of the historical society conducted a search for any information relative to the smelting 
company that had operated on the site. Mr. Gatton was unable to provide any additional 
information. 

Mr. Balsiewicz identified the former locations of three (3) underground storage tanks that were 
removed from the property in September, 1992. One tank had been located on the north side of 
the 5116 building (Photograph # 1 Appendix G). The other two tanks were located off of the 
southwest corner of the 51 16 building (Photo # 2). There is new concrete over the former tank 
excavations. There is a large concrete parking and outside storage area on the north side of the 
building (Photo # 3). The concrete on the parking & storage lot appears to be older and has 
broken and deteriorated areas. There are several dumpsters in the outside storage area that 
contain waste paper, cardboard, carpet remnants and pieces of vinyl flooring. 

The offices for Prime Building Supply have carpeted floors, painted walls, suspended ceilings 
and fluorescent light fixtures. A large shop area is used to manufacture countertops from solid 
surface materials. The shop has painted concrete block walls, concrete floor and a fiberglass 
insulated ceiling. The shop contains work tables, table saws, conveyor belts and miscellaneous 
hand tools. An additional shop contains work tables. The floor of the shop is covered with 
white residue and dust generated by sawing and cutting operations. A mezzanine storage area 
contains scrap materials and boxes of material labeled "Romanite". 

An additional mezzanine storage area contains obsolete fluorescent light fixtures, paper, 
cardboard and cans of paint. A large air compressor is located below a stairway leading to the 
mezzanine. There is no staining around the base of the compressor. A separate room off of the 
shop contains electrical switches, circuit breaker panels, telephone equipment and wiring. The 
electrical & telephone room has a poured concrete ceiling and concrete block walls. A 
workshop contains a workbench, tools and supplies. The supplies are stored on wood shelves. 

The building identified as 5110 West Lincoln Avenue is occupied by Wasco, a company that 
sells windows, doors and stand-alone enclosures. The offices have carpeted floors, papered 
walls, suspended ceiling tiles and fluorescent lighting. A restroom has a ceramic tile floor, 
suspended tiles and a ceiling vent. A carpeted showroom east of the offices contains displays of 
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windows, doors and room enclosures. The showroom has ceiling-mounted natural gas heaters, 
painted concrete block walls, steel deck ceiling and fluorescent light fixtures. A showroom 
restroom has a ceramic tile floor, painted plasterboard walls and a suspended ceiling. A storage 
and work room on the north side of the showroom contains a camping trailer, sheets of particle 
board and replacement windows. The top of the north wall in the storage & work room retains 
a painted advertisement with the following information: "Allied Smelting Company - Smelters 
and Refiners of Quality Metals" (Photo # 4). 

Carpet Plus, Inc. is located at 5100 West Lincoln Avenue. The carpet store has a concrete floor, 
concrete block walls, steel deck ceiling and fluorescent lighting. Rolls of carpeting are stored on 
shelves throughout the store. A storage mezzanine with a concrete floor contains body building 
equipment and carpet samples. The store offices have carpeted floors, suspended ceilings, 
painted walls and recessed florescent light fixtures. 

The building identified as 5050 West Lincoln is currently vacant. According to the employee at 
the carpet store, the building had been occupied by Capital City, a distributor of comic books. 
The building has a painted concrete floor. Three (3) municipal water meters are located at the 
southeast corner of the building. Offices have carpeted floors, painted walls, suspended ceiling 
tiles and fluorescent light fixtures. A mezzanine storage loft has a wood floor and is completely 
empty. 

Liberty Glass Company is located at 5000 West Lincoln Avenue at the east end of the property. 
The offices have suspended ceilings, carpeted floors, painted walls and fluorescent lighting. A 
mezzanine storage area at the east end of the shop has a concrete floor and contains office 
records, natural gas furnace and miscellaneous debris. The shop has a concrete floor, concrete 
block walls and a steel deck ceiling. The shop contains racks of window glass, aluminum 
window and door frames, work tables and cutting tools. 

A storm sewer near an overhead door at the west end of the shop contains water at a level 
approximately two (2) feet below the floor. The water is clear and has no odor. A large storage 
room directly west of the shop contains windshields for motor vehicles, scrap aluminum, 
plywood and scrap lumber. The shop and storage room floors are relatively free of staining. 

There is a large asphalt parking lot on the south side of the building that extends from the Wasco 
building on the west to Liberty Glass Company on the east. A storm sewer in the middle of the 
parking lot drains surface water run-off. A driveway off of West Lincoln Avenue provides 
access to the parking lot. 

The east end of the property extends the railroad tracks. There is a small trianguler-shaped area 
at the far east end of the site which is covered with small trees, bushes and natural vegetation. 
There is a small asphalt parking lot on the east side of the glass company. The railroad track 
extends along the north boundary of the site. There is a narrow space between the north side of 
the building and the railroad tracks. A chain link fence along the north property boundary is 
parallel to the railroad tracks. 

The area between the north side of the building and the railroad tracks is surfaced with concrete. 
The concrete appears to be many years old. There are numerous snow plows stored oh the 
concrete along the north wall of the building (Photos # 5 & 6). A small pile of wood pallets are 
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located next to snow plows at the west end of the outside storage area. Additional road 
equipment is stored on a gravel and grass-covered area at the northwest corner of the building 
(Photo # 7). According to Don Balsiewicz, the equipment is used to spread salt on roadways. 

POTENTIAL ENVIRONMENTAL LIABILITIES 

FOX has performed a Phase I Environmental Site Assessment in conformance with the scope 
and limitations of ASTM Practice E 1527 at 5000-5116 West Lincoln Avenue, West Allis, 
Wisconsin. This assessment has revealed no evidence of recognized environmental conditions in 
connection with the property except for the following: 

♦ The site had been utilized to perform lead smelting and waste lead/acid battery recycling 
operations. 

♦ There is conflicting information relative to the registration and removal of underground 
storage tanks on the property. 

♦ There are painted surfaces that could contain lead-based paint. 

♦ There are various building materials which may contain asbestos. 

♦ There are waste lamps and bulbs that require proper disposal. 

♦ There are fluorescent light ballasts which could contain PCBs. 



SUMMARY AND RECOMMENDATIONS 

In conclusion, based on the observations made and the information reviewed during the course 
of this environmental assessment, there appears to be the following real or potential 
environmental impairments, or risks to impairment that represent existing or potential financial 
and legal liabilities to responsible parties: 

♦ The property at 5116 West Lincoln Avenue had previously been occupied by Grey Iron 
Foundry and Allied Smelting Company. The original building was constructed on the site 
in 1945. The Grey Iron Foundry occupied the site from approximately 1946-1950. Allied 
Smelting Company operated on the site from approximately 1950-1975. According to 
historical research, Allied Smelting Company recycled waste lead/acid batteries, 
conducted lead smelting and produced additional metals through smelting and refining 
operations. The Grey Iron Foundry had four dust collection units outside, on the south 
side of the building. Allied Smelting had four (4) flue dust collectors outside on the south 
side of the building (Sanborn Maps). 

There are complaints on file at the West Allis building inspection office from 
neighborhood properties relative to the production of sulfuric acid fumes, particulate 
emissions, noise and vibrations from Allied Smelting Company operations. West Allis 
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Fire Prevention Inspector Frank Zaller informed FOX that large amounts of waste 
lead/acid batteries were stored outside on the Allied Smelting Company property. 

Due to the past history and utilization of the property by Grey Iron Foundry and Allied 
Smelting Company the site could have been contaminated by heavy metals. The outside 
storage of lead/acid batteries, metal smelting, refining operations and waste disposal 
operations and procedures in effect during the 1940s through 1970s increases the 
possibility that the site could have been contaminated. FOX recommends that several 
boreholes be placed on the property to obtain samples of native soil for heavy metals (8 
RCRA metals) analysis. The laboratory results will determine whether the underlying 
soils on the property have been contaminated and whether additional subsurface 
investigative activities will be required. 

According to information from Drake Environmental, Inc. three (3) underground storage 
tanks (USTs) were removed at the site in September, 1992. The tanks were 550 gallons, 
1,000 gallons, 2,000 gallons and had contained gasoline. According to Drake 
Environmental, Inc. contaminated soils discovered in conjunction with the tank removals 
were properly remediated and the WDNR closed the tank project on February 10, 1995. 
Permits had been issued by the West Allis building inspection department to install a 1,000 
gallon oil tank (# 79662, 2/18/54) and a 2,000 gallon gasoline tank (# 111811, 5/11/62). 
There is no permit on file to document the installation of a 550 gallon tank. 

According to the computerized records at DILHR there are three (3) USTs registered to 
5116 West Lincoln Avenue (Wasco). The registered tanks include a 2,000 gallon leaded 
gasoline, 550 gallon unleaded gasoline and a 2,000 gallon diesel fuel. This is not 
consistent with the information supplied in a July 26, 1993 letter by Drake Environmental. 
The USTs are identified on the DILHR computerized registration forms as having been 
closed by removal on 9/17/92. There is no information on file relative to the 1,000 gallon 
oil tank installed in 1954. No permit was found for the installation of a diesel fuel tank on 
the property. 

According to the Underground Petroleum Product. Tank Inventory forms (SBD-7437) 
from DILHR a 2,000 gallon tank (ID # 40100918) was originally registered on 9/17/92 as 
containing diesel fuel and abandoned with no product. A second registration was 
completed on 8/20/93 for a 2,000 gallon unleaded gasoline tank (ID # 40100918) closed 
by removal. A 550 gallon unleaded gasoline tank (ID # 40100919) was registered on 
9/17/92 as abandoned with product. A second registration was completed on 8/20/93 for a 
550 gallon unleaded gasoline tank (ID # 40100919) closed by removal. A 1,000 gallon 
unleaded gasoline tank (ID # 40100920) was registered on 8/20/93 as closed by removal. 

FOX recommends that the registrations on file at DILHR be evaluated to determine if the 
size and contents of the tanks are correct. FOX further recommends that a comprehensive 
investigation be completed to determine whether a diesel fuel or fuel oil tank could have 
been installed on the property. There is a concern that there could be an additional UST 
somewhere on the property. 

There are painted metal, plaster, wood, concrete and plasterboard surfaces in the building 
at 51 16 West Lincoln Avenue. The painted surfaces in the building are in relatively good 
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condition. Several areas of the painted surfaces have minor deterioration. Painted 
surfaces in buildings constructed prior to 1978 may contain lead-based paint. Due to the 
age of the building (1945) a high probability exists that lead-based paints were used in the 
past. 

FOX recommends that an operations and maintenance program be developed. The 
program should document the location of chipping, peeling, or "chalking" paint, designate 
either repair or removal for specific areas, periodically inspect the painted surfaces for 
additional damage, and have a plan for maintenance work involved in removing the paint. 

♦ There are various building materials including ceiling tile, plasterboard joint compound, 
ceramic tile and/or mastic, plaster and roofing underlayment which could contain asbestos 
in the nonfriable form. These materials are assumed to contain asbestos until they are 
tested and a determination is made that they do not contain asbestos. FOX does not do 
destructive sampling, therefore, we recommend that building materials assumed to 
contain asbestos should be sampled prior to any sanding, drilling, demolition, remodeling 
or repairing. 

♦ Waste fluorescent lamps and incandescent bulbs are generated at the site through 
replacement activity. FOX assumes that the waste fluorescent lamps and incandescent 
bulbs are placed in the trash dumpster for disposal. Fluorescent lamps contain mercury to 
aid in the illumination process and incandescent bulbs may contain lead solder. The 
WDNR has issued a memorandum which sets the guidelines and requirements for the 
proper disposal of waste lamps and bulbs by businesses in the state of Wisconsin 
(Appendix H). The guidance memorandum does not permit businesses to dispose of 
waste lamps and bulbs in a sanitary landfill. FOX recommends that the waste lamps and 
bulbs be disposed of according to the guidelines and requirements listed in the WDNR 
memorandum. 

♦ There are fluorescent light fixtures in the building that due to their age could have ballasts 
that contain polychlorinated biphenyls (PCBs). Most manufacturers used PCBs in ballasts 
prior to 1979. State regulations do not require their removal simply due to that discovery. 
This is a potential environmental financial burden, because removal of these lights (i.e. for 
remodeling purposes, demolition, etc.) in the state of Wisconsin requires that the ballasts 
be disposed of in accordance with NR 157 and its guidelines. FOX recommends that the 
ballasts be inspected prior to disposal to determine whether they contain PCBs. 



LIMITATIONS 

Fox Environmental Services, Inc.'s site assessment was performed in accordance with generally 
accepted practices of other consultants undertaking similar studies at the same time and in the 
same geographical area and FOX observed mat the degree of care and skill generally exercised 
by other consultants under the same circumstances and conditions. Fox's findings and 
conclusions must not be considered as scientific certainties, but rather as our professional 
opinion concerning the significance of the limited data garnered during the course of the 
preliminary environmental site assessment. No other warranty, expressed or implied is made. 
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Specifically, Fox does not and cannot represent that the site contains no hazardous material oil 
or other latent condition beyond that observed by Fox during its site assessment. 

The conclusions presented in this report are professional opinions based solely upon visual 
observations. Our interpretation of the available historical information and documents reviewed 
as described in this report, were considered in the conclusions. This report is intended for the 
sole use of Robert & Sandra A. Zidar. 

The scope of services performed in the execution of this investigation may not be appropriate to 
satisfy the needs of other users, and any use or reuse of this document or the findings 
conclusions, or recommendations is at the risk of the said user. 
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Wisconsin Metal Fabricating Co. 

GAS AND ELECTRIC WELDING 
phone Orchard 35QD 

3714 W. BURN HAM ST. 
MILWAUKEE 4, WIS. 

July 31, 19^5 



Hon. Mpyor & Condon Council, 
City of '.Ye at AlUa, 
West All in lh, mac-main 

Gentlemen: 

As per cus on\l conversation of lpat 
evening, I ajp^ec not. to run the water" fr,ora the 
n n ofh.be hui.ld.ni: I propoo* to "build p.t 5116- 
'.Yent Lincoln Avenue in the City of H'est All if 
into the tonllfllnr: -locr fcrv*: in the town of ftree-i- 
fiolcJ, ;iunt- •ri.lncont to the or.nt ivithout fircfc 
.-.courlnr thn riorr'iitnl'oii of your 'Uonereb 1 - e Bocy. 

I rer.iaiti t/Jc? 




I 
I 
I 

I 



ft 

Application for Permit 



satingI |air conditioner! |moving| |demolish| |siding! [plastering] |flammable liquid tanks! 

LtHE BUILDING INSPECTOR: WEST ALLIS, «s , May 10 ./tf/l^ j j ^OpJ_ 

The undersigned hereby applies for a permit to i nB fc a ll O ne 2,000 gall o n Lttllk ' 

according to the following statement: 



- 0wn ? f Mobil Oil C ompany 

^Location of structure mled Smelting 511 6 W, Lincoln 

v .Cost_* 



.Address 90? g uuUi laL SLltieL 



$4 0. 00 



Fee $ 2 . 00 



Ward. 



|Kind_of building (factory, shop, store, dwelling?) Fa c tory 



/Class of construction. 



_To be occupied by_ 



ame of contractor DiamonJ Engin eer in g Co.,I nffi ess 2730 South S un n y Slope R d. 

lame of Arch.— Design Eng. Address 



is building old or new or being remodled?_ 



Instate in detail kind of occupancy or work to be performed.) Mention alterations, replacem ents, etc 



one 2 # 000 g allon bank. 



/ Electrical contractor for electrical wiring. 



ftrtby Agreed between the undersigned, as owner, his agent or servant, and the City of West Allis, that lor and in consideration 
S and of the permit to construct, etect, alter or install and the occupancy of the building as above described, to be issued and 
.j'Butldiog Inspector,, that the work thereon will be done in accordance with the description herein set forth in this statement, 
(illy described in the specifications and plans herewith filed; and it is further agreed to construct, erect, alter, or install and 
ict .compliance with the ordinances of the City of Test Allis; and to obey any and all lawful orders of the Building Inspector of 
: jVes(,Allls and all State Laws relating to the construction, alteration, repairs, removal and safety of buildings and o.ther * true- 
cat building equipment. 



(Owner) 



ADDRESS. 



fe/t/fl TFX/fC \*ttn\\\f) Address. 

■ (Agent) 



)UADR UPLI C ATE 



Tel. No.. 



"NORB" MURRAY 



DIAMOND ENGINEERING CO., INC. 

GASOLINE AND OIL STORAGE SYSTEMS 
Sales and Service 
EXCAVATING - TRENCHING 

PHONE: SUNSET 6-3 800 2730 SO. SUNNY SLOPE ROAD 

NEW BERLIN. WISCONSIN 



7 




w -25" ; 



Si 



SI IL^^^^^- 



Auguel 13. 1962 



Milwaukee County 

Department of Air Pollution Control 
97 22 Vf. VTatertown Plank Road 
Milwaukee 13, Wl*. 

Gentleman: 

Complaint* have been referred to thi* Department regarding 
pollution of the atmoepher* ratulting from the •malting operation of 
Allied Smelting Company located at 3116 W. Lincoln Arena*. Complaint* 
wero referred by elx (6) reeldente in the area on Augu*t 11, 1962. 
IU*tdc»t* in the area claim the pollutant li t *a>fari« acid fume. : 

Tha neighbor* of the Wahr Steel Company at 2100 South 
54th Street have alao complained about tha «xce*alve black emoke 
from the chimney* of tha Wehr Steel Company, the** complaint* 
h*>v« been made to tha Alderman in the Ward la which the plant ia 
located. , 

1 am bringing tbl* matter to your attention and reepectfully 
request that your Department lnva»ttgate eomplainta noted haroin. 

Yoora truly. • 



William L. Kralj 
B ulldlng laspeotor 



WLK/lfc 
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OFFICE OF THE CITY ATTORNEY 
CITY OF WEST ALLIS 



WILLIAM T. SCHMID 
City Allornay 



FREDERICK A. MILLER 
Aju'ilonf Cily Attorney 



Mr. Max Adler, President 
Allied Smelting Corporation 
6116 W. Lincoln Avenue 
Milwaukee 19, Wisconsin 

Dear Sir: 

This office has been furnished with an inter-office report 
from the Health Department pertaining to an investigation of a 
noise complaint they received from a West Allis resident on 
February 6, 1964, at 5:S0 p. m. The Health Department report 
In essence Indicates that the cause of the noise and vibrations 
which gave rise to the complaint was an excess of air being used 
on one of the furnaces. 

We are sure you are aware of the many complaints which 
the city has received about noise and vibration in your neighbor- 
hood. A good number of the problems have already been solved 
and it may well be that proper regulation of the air supply on the 
furnaces will eliminate all future complaints. 

We would appreciate it if you would give this matter your per- 
sonal attention to insure that all of your employees are instructed iri 
the proper operation of your furnaces. We feel certain that this will 
be the final solution to a long standing problem. 



CC: Mayor Klentz 
Alderman Blask 
Alderman Ross 
Mr. Fred Kuolt 
Mr. William Kralj / 
Dr. E. Bertolaet 



Yours very truly, 




William. T. Schraid 
City Attorney 



July 31, 1967 



Mr. William T. Schmid 
City Attorney 
City of West Allis, • 
Wisconsin 

SUBJECT: Allied Smelting Co., 5116 W. Lincoln 
Avenue. Building Inspection 
Department Report 

Dear Bill: 

This is in response to your request for a summary of 
inspections and other information related to the subject 
in determining the possible legal remedies requested by 
the Mayor in regard to the operation of Allied Smelting Co. 

Inspections By Building Inspection Department 
In Response To Complaints 

Date - August 15, 1961 

Complainant - Battalion Chief Robert Block 
West Allis Fire Department 

Complaint - Fire in smoke stacks, filters burned out. 

Inspection September 20, 1961 - Findings: 

Company is continuing operation without filters. The 
owner promised to correct the smoke problem. Reinspection 
on December 20, 1962. Some progress was made on the flue 
piping for smoke control, however, the furnace by-products 
of combustion continue erroding the flue pipe. The noise 
does not appear to exceed that of a typical manufacturing 
activity. 

Walter Kobs 

Asst. Building Inspector 
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Date - February 13, 1963 

Complainant - Mrs. KoBchmeider, 2324 South 52 Street 
Mrs. Randolph, 2328 South 52 Street 
Also, Alderman Ross of the First Ward 

Complaint - Constant humming noise - very irritating. 

Inspected February 27, 1963 - Findings! 

Furnace does hum, the noise does not appear to be 
extremely loud. Constant monotone may be a nuisance, 
depending on persons audio sensitivity. 

Walter Kobs 

Asst. Building Inspector 

On April 29, 1963, Building Inspector William L. Kralj 
and Health Inspector George Carroll, responded to a second 
complaint. The inspectors met with Mr. Grietchskoff of 
Allied Smelting Co. and inspected the operation with him. 
Mr. Grietchskoff showdd the inspectors the operation of the 
entire plant. The inspection revealed two reverbatory 
furnaces and the exhaust system with dust collectors in 
operation were creating noise. However, the noise was not 
unusually loud as manufacturing and industrial operations 
go. Mr. Grietchskoff indicated that the plant was not 
operating at full capacity. The inspectors requested 
Mr. Grietchskoff to call them when the plant is operating 
at full capacity. He agreed to cooperate. We did not 
receive a call informing us, plant is in full operation. 

William L. Kralj 
Building Inspector 



Date - August 13, 1962 

Complainant - Aid. Blask of the First Ward for six 

constituents and neighbors in the area 
of Allied Smelting Co. 

Complaint - Sulpuric acid fumes discharged into the air 

by the Allied Smelting Co. creating a nuisance 
in the neighborhood. 

Inspected - August 13, 1962 - Findings: 

Unable to determine if sulpuric acid fumes were in the 
atmosphere. Therefore, to solicit help, on August 13, a 
communication was sent to the Milwaukee County Department of 
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Air Pollution Control requesting that they investigate the 
complaint of the neighborhood surrounding Allied Smelting 
Co. being polluted with sulpuric acid fumes from their 
plant. Action on the request has not been reported to this 
department . 

William L. Kralj 
Building Inspector 

Date - May, 1964 

Mayor Arnold Klentz and Building Inspector, William L 
Krall, visited Mrs. Randolph at her residence at 2328 South 
52 Street in response to her complaint of excessive noise 
emitted from the Allied Smelting Co We listened while in 
her dwelling, but could not hear ir ritating sounds other 
than the normal industrial type noises and that from city 
traffic. 

William L. Kralj 
Building Inspector 



LIST OP BUILDING PERMITS ISSUED 



Permit No. 


Date 


of 


Issuance 


To Whom Permit 
Issued 


Permit For 


47470 


July 


31 


, 1945 


Wis. Metal Fabr.Co. 


Office , Locker and 
Shower Bldg. 


47754 


Nov. 


3, 


1945 


A. J. Tabbert 


Plastering 


47900 


Jan. 


9, 


1946 


Bon Heating Co. 


Heating 


79662 


Feb. 


18 


, 1954 


Socony Vacuum Co. 


1000 gal. oil tank 


92906 


Feb. 


7, 


1956 


R. H. Sommer Inc. 


Ind. Bldg. 


93364 


Mar. 


14 


, 1956 


Holming Co. 


Addn. to factory 


94120 


May 


22, 


1956 


Geo. Kotze Const. 


Addn. to office 


96470 


Jan. 


3, 


1957 


Van der Linden Plbg.Gas Boiler 


96469 


Jan. 


3, 


1957 


n » ii n 


Gas Burner 


98022 


Jan. 


18 


, 1957 


Allied Smelting Co. 


Car Loading Shelter 


103458 


May 


5, 


1958 


The Hennes Co. 


Exhaust Stack 
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107272 


Aug . 


3, 




R. H. Sommers Inc. Unloading Shelter 


111811 


May 


11, 


1962 


Diamond Eng. Co. 


2000 gal. gas tank 


115232 


Aug 


28, 


1963 


Universal Const. 


Co. Alt. & Addn. 


116777 


Apr. 


10 


, 1964 


Universal Const. 


Co. Found. & Slab 


116826 


Apr. 


17 


, 1964 


Universal Const. 


Alterations 


123072 


Feb. 


14 


, 1967 


E. C. Thomas 


Addition 



We have on file applications for permits, and 
permits issued for various improvements that. have been installed 
at Allied Smelting Co. beginning July, 1945. If you have 
use of the permits, we will gladly furnish them to you. 

Yours truly, 

William L. Kralj 
Building Inspector 

WLK/lfc 



i 



| WEST ALL IS DEPARTMENT OF BUILDING AND ZONING 

COMPLAINT REPORT f ^ OF • DATE 

RECEIVED BY 



1 

f 



PHONE (MAlT) COUNTER IN FIELD 



(Name) ~ 

.ocation ^///^ /V l/nocw wc. 



ZONED 



LEGAL 



KEY // 



Iwner(s) fay? i ron>s ZiD4t. 

W (Address) 



4 



(Phone) 



fcCGUPANTS <fH£- 
| (A 



r 



(Address) " '. (Phone) 



JlAddBeffS)" 



1 



COMPLAINT REFERRED TO: 



fife) 



(Phone) 



COMPLAINT: 



INVESTIGATION REPORT _ — 



INSPECTOR 



6/y)/k^ ayw ■ 6amo*£> o/r — p*nr 



1 

1 
I 



t&Oritf &o tew fo &> u*4> 



DISPOSITION 




CITY OF WE6T ALLI6 




wear allis. wwbconsw 



Cttlmr at Opportunity 



WISCONSIN 



ROBERT C JOHNSON 

Department of Building Inspections & Zoning Building inspect* 

I Building Inspection fi 1PQ0 Ralph schwalbach 

January a, 1992 Building Inspector 

I ORDER 

1?" ]a C o +u Robert & Tony Zidar 

???? 2 S r ° thma " 2121 S. 55th Street 

5116 W.Lincoln Ave. West Allis, WI 53219 
West Allis, WI 53219 

1 Reference: Property commonly known as 5116 W. Lincoln Ave. in West Allis, 

, WI. 

I Tax Key #474-0007-003 
D/B/A C.S.M. Inc. 

Dear Mr. Sothman: 

■ A referral has been made to this department regarding spray painting being 
done in your shop. An inspection was conducted January 7, 1991, at which 

■time it was found that you have been using a portion of your building 
that has no means of exhaust ventilation for spray painting. 

I You are in violation of Wisconsin Administrative Code, Section 64.18 
Contamination of Air. * . 

■Therefore, you are hereby ordered to stop all spray painting operation, until 
you obtain permits for and install a proper ventilation system for spraying 
paint. 

I This order is per the authority granted by the West Allis Revised 
Municipal Code, Section 13,26. If you do not refrain from spray painting, 
the matter will be turned over to the City Attorney for the issuance of 
a Summons and Complaint for your appearance before the Municipal Judge. 

■ If you have questions concerning this order or wish to discuss alternatives, 
please contact me by calling 256-8312, Monday through Friday, 8:00 - 9:00 A.M 

| or 1:00 - 2:00 P.M. ' 

^lAwtu&M M^Uc^J, Rober ^ c - Johnson 



Recall: February 10, 19 
CC: Referral file 
Property file 
RCJ/ap Bcsm 




Building Inspector 



r.lh/ Hnl! 7595 Was* ftr«AnflAlH AvoniiR F>39iA U iA4A) 



recycltdpjpii 



Application for Permit 



n^nouuyii IUI reilllll No. I^HC - t^M 

(HfATTNG] |_AjR_CO NDITIONER [ fMOViNGl IDEMOUSHl (sjoiNG] | PLASTERING I CETa^^^^^S 




TO THE BUILDING INSPECTOR 



19. 



The undersigned hereby applies for a permit lo. 
according to the following statement: 



WEST ALLIS, WIS 



1. Ownerd>^^c> W Addf »„ Zf*/o 3^. 3^^^ (Q. <\LL<% ^ g^,, 

2. Location of structure- ^^/^ " l/jUk*/j/ A s al-^t / , 7 



3. Cost 




4. Kind of building (factory, shop, store, dwelling?) hlub^i i,u,f- 0^.->ft ,V. 



Ward 



5. Class of construction. 



. To be occupied by 



6. Name of contractor /V#i7o4,*<_- Sew/car- oPuh'X**. Artriro ^ Sc. 73 s7r , } s 

7. Name of Arch.— Design. — Eng. r-^'-^ w J 



. Address 



8. Is building old or new or being remodeled? O JUti - «TV SrSF>.V»> 

9. (State in detail kind of occupancy or work to be performed.) Mention alterations, replacements, etc. 



* ff<\h<ruf><. — edL /- 6'A/K*:<9tKftjAji\ '/i:^ w< s?c arty trT^/ukr ^,^75 



10. Specify Electrical contractor for electrical wiring. 

II Is Hereby Agreed between the undersigned, as ownei, hi* agent or servant and the riiu <■»< vu..i aim. , h . 1 
of the promises and of the permit to construct, erect, alter or instaK and lha wuoanw ol lh« L?wi™ J« J J" ' '°'and in consideration 
granted by the puilding Inspector, thai the work (hereon will be > done in accwSaw? with hi ^seriSinn ^£ ^S rib f, C V .£, e iS9, " ^<, amt 
and as more fully described in the specifications and plans herewith tiled- and it 1, h.Vihi, »„f« i *2 he '. em sel '°" h io ,nis slatement. 
occupy in slricl compliance with the Ordinances of the Cily o" VVes Al ls ? and to obev anv I„d 9 .» e ?w f °^" uc '- , e . f S c, = a !!5f- °' ins,a " and 
lha City ol West Allis and all State Laws relating to Ihe^s^uc Ion 

lures and permanent building equipment. «»«>>. >cim»s. removal ana saiely of buildings and olher slrue- 

ADDRESS £ fJt> So. SS 7 ^C 7~~ ic 



NAM E rfofe<rT"^o;fcrtg Tfee^be**"- 



Ptfl fp/M^J?-,}^ ^^fte-U*^ L Address flt^ Ha. 7^ gj ^g,V,,A, 

SUBMIT ALL COPIES f el Nln <-{/</- St. S 
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TITLE, 
INC. 




835 Wisconsin Avenue, P.O. BOX 98, Racine, Wisconsin 53401 • (414) 633-2479 • Milwaukee (414) 765-9440 • Fax (414) 633-4928 



October 12, 1995 

Mr. Jerry Frank JOB NO. : 95-791 

Fox Environmental Services, Inc. ORDER NO.: M-212,064 

5150 N. Port Washington Road, Suite 250 
Milwaukee, WI 53217 



CHAIN OF TITLE REPORT 



In accordance with your request, we have made an examination of the 
records and files in the Office of the Register of Deeds of 
Milwaukee County, since January 1, 1940 at 8:00 A.M. to August 22, 
1995 at 8:00 A.M., the effective date of this report, and find the 
following of record affecting the below-referenced premises: 



PROPERTY ADDRESS: 5000 W. Lincoln Avenue 



1940 Property owned by The Mitchell Properties, Inc. 

1944 Warranty Deed executed by The Mitchell Properties, Inc. to 
Superior Steel Products Corp., dated December 22, 1944 and 
recorded in the office of the Register of Deeds for Milwaukee 
County, Wisconsin on December 28, 1944 in Volume 2075 of 
Deeds, at page 426, as Document No. 2532640. (Affects Parcel 
II) 

1945 Warranty Deed executed by The Mitchell Properties, Inc. to 
Lester J. Marks and Marion Marks, husband and wife, as joint 
tenants, dated April 6, 1945 and recorded in the office of the 
Register of Deeds for Milwaukee County, Wisconsin on April 6, 
1945 in Volume 2102 of Deeds, at page 135, as Document No. 
2549967. (Affects Parcel I) 

1947 Warranty Deed executed by Superior Steel Products Corp. to 
Standard Real Estate Co., dated October 21, 1947 and recorded 
in the office of the Register of Deeds for Milwaukee County, 
Wisconsin on November 17, 1947 in Volume 2434 of Deeds, at 
page 78, as Document No. 2753270. (Affects Parcel II) 



ISSUING AGENT OF 



CHICAGO TITLE INSURANCE COMPANY 



Chain of Title Report -continue 
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1947 Warranty Deed executed by Standard Real Estate Co. to Roth & 
Taplin Housing Corp., dated December 10, 1947 and recorded in 
the office of the Register of Deeds for Milwaukee County, 
Wisconsin on December 30, 1947 in Volume 2449 of Deeds, at 
page 178, as Document No. 2762102. (Affects Parcel II) 

1947 Warranty Deed executed by Roth & Taplin Housing Corp. to The 
Dorst Company, dated December 24, 1947 and recorded in the 
office of the Register of Deeds for Milwaukee County, 
Wisconsin on December 30, 1947 in Volume 2449 of Deeds, at 
page 90, as Document No. 2762024. 

1949 Warranty Deed executed by Lester J. Marks and Marion Marks, 
his wife to Morris Weitzman and Abe Weitzman, dated August 3, 
1949 and recorded in the office of the Register of Deeds for 
Milwaukee County, Wisconsin on August 3, 1949 in Volume 2642 
of Deeds, at page 616, as Document No. 2877542. (Affects 
Parcel I) 

1952 Quit Claim Deed executed by The Dorst Company to A & S Realty 
Company, dated March 31, 1951 and recorded in the office of 
the Register of Deeds for Milwaukee County, Wisconsin on 
September 24, 1952 in Volume 3065 of Deeds, at page 364, as 
Document No. 3142826. (Affects Parcel II) 

1956 Warranty Deed executed by Morris Weitzman and Rosalie 
Weitzman, his wife and Abe Weitzman and Eve Weitzman, his wife 
to A & S Realty Company, dated February 29, 1956 and recorded 
in the office of the Register of Deeds for Milwaukee County, 
Wisconsin on March 8, 1956 in Volume 3548 of Deeds, at page 
404, as Document No. 3473641. (Affects Parcel I) 

1961 Warranty Deed executed by A & S Realty Company to The Allied 
Smelting Corporation, dated June 2, 1961 and recorded in the 
office of the Register of Deeds for Milwaukee County, 
Wisconsin on August 11, 1961 in Volume 4165 of Deeds, at page 
620, as Document No. 3897698. (Affects Parcel II) 

1980 Warranty Deed executed by Max Adler and Boris Kruchkoff , a 
majority of the surviving trustees for the stockholders of A 
& S Realty Company, a dissolved corporation to Allied Smelting 
Corporation, dated October 31, 1980 and recorded in the office 
of the Register of Deeds for Milwaukee County, Wisconsin on 
November 7, 1980 in Reel 1336, Image 702, as Document No. 
5438209. (Affects Parcel I) 

1980 Warranty Deed executed by Allied Smelting Corporation to Tony 
Zidar, Jr. and Robert Zidar, dated October 31, 1980 and 
recorded in the office of the Register of Deeds for Milwaukee 
County, Wisconsin on November 7, 1980 in Reel 1336, Image 703, 
as Document No. 5438210. (Affects Parcels I and II) 
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1992 Quit Claim Deed executed by Tony L. Zidar, Jr. and Kathleen I. 
Zidar husband and wife to Robert J. Zidar and Sandra A 
Zidar' husbSd and wife, dated October 20, 1992 and recorded 
In the of f ice of the Register of Deeds for Milwaukee County, 
W?scons?n on October 22* 1992 in Reel 2891, Image 1285, as 
Document No- 6678966. 



This examination does not include judgments, federal tax liens or 
e tax lien° S( mortgages, construction or ^^^^ 
«^,'nfinnq casements, special assessments, general taxes or 
aSIeSsmenS ' laws zoning P and other ordinances unrecorded, 
rSgSlaSng and restricting the use of said premises. 

Very truly yours, 
KNIGHT-BARRY TITLE, INC. 



Richard W. Wosilait 
Title Examiner 
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APPENDIX C 



Assessor Records 



fox environmental services, inc. 



OJ — tii uuu/ uuj. 01 cuiiuj atj Hit uou / uuj 

DISTRICT KEY NO. 474 0007 03 

Mercantile Appraisal Card address OF property f P??" 5 , 0- * 00-1 , 10 " 
5116 W. Lincoln Avenue 



I 
1 
1 
1 



OWNER 



DESCRIPTION 



L&a&y T&wf-t—S^t ) 

'& Zidar, Robert ) 10/80 

& Zidar, Sandra A. h/w 10/92 



Assessors Plat No 272 Pt Lot 1 Blk 5 
& Ld adj in SE 2 6 21 Com inter of 
Sec li SW 2 6 21 £ SWly RR ROW li th S 
61.17 ft W 100.63 ft S 167 ft E 599.88 
ft th NWly alg sd ROW li to beg ex pt 
for ave and ex pt in City of Milwaukee 
Also E 14 ft ex S 134 ft of sd Lot 1 




ASSESSMENT SUMMARY 



By Whom Aniuad 
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/ 9S?-7 199^ 
























BmprovomaAti , ")ty<i 
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*ts,9o£> /af,7<to 
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BUILDING DATA 



GRAD E A\s£.*/.A.~. £. 



INSPECTED BY j/Cfg. 



DATE JJ-fe. /<*-F/. 



FOUNDATION 



Concrete 



Concrete Block 



Stone 



BASEMENT 



Full 



Part 



None 



FRAMING 



Wood 



Stoat P. a G. wood joist 



J*<r% steel joHt 



RE I NFORCED CONCRETE 



STRUCTURAL STEEL 



WALLS - EXT. 



Common Brick 



y ;>/» Concrete Block 



«/" Face Br. Vonoor,avj' 



SIDING 



INSULATION 



WINDOWS 



Wood Sash 



rfW- Sash_ 
% Openings 



STORE FRONT Aj*f£. 



ROOF 



Hat 



Gable 



_Hip_ 



Dormers MBAJ fc 



Insulation £ Aft /-A 



Tar and Gretol 3-Pt.y 



Composition 



Shingles 



HEATING 



Sto»o 



Hot Air — pipoloss 



piped — oroWty 



Forced Hot Air — Auto. 



Hot Water 



Steam 

■% sosr. ti/*>r rfrfc. 



Oil Burner Unit or Con*. 



Gel Burner Unit 



Stoke 



STORY HEIGHTS 



Fdtn. ■ IU 



lit Flo or 
2nd_Floor 
jrd Floor 
"4th Flo 



TOTAL 



year built_ 
"remodeled 



4a 



a- 



M. A. 



A. 



ML 



£3, 



B. C. 



a* ty 



JL 



32 



INTERIOR 



Walls • ELiln-rd 



Trim - Softwood 



J', 



CEILINGS f,p£.rJ 



FLOORS 



iPRINKLERS A.-6Ai. 



MR CONO. 



iLEVATORS 



: IRE ESCAPES 



' . Hardwood 



Plastered 



f.ir-'r', 4dgg ST. T 



Concrete .<*•' A'/AJ 



Hardwood 



Softwood 



PLUMBING 



Water Closets 



Lavatories 



Urinals 



Sinkl 



Beth Tubs 



Laundry Tub* 



Water Hooter 



JSAG6 



Storage aiU>y».'.«* ttC 



Sales- /gyf/ SV-JP, 



Offices. ^.A/At-JL 



Apartments A/CJUfi 



FLOORS 



la. 



-4 



/A 



Card 



Cards 



PLAN OF BUILDING 
I DIVISION = FEET 



NORTH 



• • 

• 





• P 

\ 

■ • • ■ v_ 


fit-. " 




• 






















OTHER STRUCTURES 







DIMENSIONS • MAIN and ADDITIONS 



Main 



Total 



Width 



Length 



Sq. Ft. 



Hf. 



I./. A 



Cu. Ft. 



AREA 



PER 



RATIO 



BASE UNIT COST 



7 



X LIGHTING 



I Modern. X Old Stylo 



XT 



iood -V Avorogo 



Poor 



PARTITIONS 3„.,<_* 



'ATTIC FLOOR & STAIRS 



J>JSENERAL CONDITION 



^'exterior 



Interior 



El. Good 



Poor 



/|TOEPRECIATION 



vJ^Normiil 



More then normel 



fa L e tt than no rm*! 



Total Depr. 



Additions 



STRUCTURAL VALUE COMPUTAT ION 
% Deductions 



Total 



Add or 
NET Deduct 



Net Add. or Ded. 



Total Basle Replacement Cost 



Const. Cost Index 



Current Replacement Cost 



Percent Condition 



Sound Velue 



Add. Other Structures end Porches 



Total Sound Velue 



Deduct Adverse * Influences 



Adjusted Sound Value 



REMARKSt 



Date 



Indicit* on Building Sketch: No. Stories • Story Height - Well M»t1 & Thickneo • Type & Siie Wlndowj Scale: 



S~0' Ft. 




A . 



APPENDIX D 



L.U.S.T. Project 



fox environmental services, incjjl 




WISCONSIN 
DEPT. Of NATURAL KMUHCH 



State of Wisconsin \ DEPARTMENT OF NATURAL RESOURCES 



Ooorgo E. M «y«r 
Socro lu y 



February 10, 1995 



Southeast District • Annex building 

Po«t OfllM BOX 1243« 

4041 R Richards St. 
MOWMifcM, WtococMln 53212 
TELEPHONE: 414-M1-27Z7 
TELEFAX # : 414-961.2770 



-VI I 



IF FE3 1 4 7SS5 I/? 



FDoftefc 2703 -l 



FID #: 



241558130 
ERR LUST 



Mr. Robert Zldar 

Concrete Raising Corporation 

2121 S. 55th St. 

West Allis, WT 53219 



RE: PECFA REIMBURSEMENT CLAIM # 53219-5010-16 

CASE CLOSURE, WASCO Property, 5116 W. Lincoln Ave. 
Feat Allia, ¥1 53219 

Dear Mr. Zidar: 

The Wisconsin Department of Natural Resources (WDNR) has signed your Form 4 
for reimbursement under the State's Petroleum Environmental Cleanup Fund 
(PECFA) program. The Form 4, signed for "Completed Remedial Action," is 
enclosed. Please forward the white copy of the Form 4, (with a copy of this 
letter attached to it) to the Wisconsin Department of Industry, Labor and 
H uman Relations (WDILHR) with your completed claim. 

In accordance with the provisions of PECFA, evidence of a hazardous substance 
release was reported to the WDNR on September 24, 1992 as required in 
s.l44.76(2) Wisconsin Statutes. The activities conducted at the subject site 
were not: performed by the WDNR using federal LUST Trust funding (42 USC 6991) . 
No enforcement action has been necessary at eM ? site. 

The PECFA claim pertains to contamination associated with one 2000~gallon 
gasoline underground storage tank removed in September 1992. The WDNR 
reviewed the following documents prepared by Drake Environmental, Inc.: 

Remedial Investigation Report (November 3, 1993} 

Soil Remediation Documentation Report (March 14, 1994) 

latter RE: Soil Remediation (July 26, 1993 (1994)) 

According to the information submitted, nine soil borings were installed on 
the subject site in 1993. One boring was converted into a groundwater 
monitoring well. .In November 1993, 649 tons of contaminated soil was 



p 



JRE: ' PICTA Reimbursement Claim/Case Closure 

. WASCO property, 5116 tf. Lincoln Ave. , West Allis WI 
•February 10. 1995 
Page 2 



C ."3 



Based on Che information submitted, we are not requiring any further 
investigation or other action in connection vith this cleanup at this time. 
The WDNR. retains the right to require remedial action in the future if 
additional environmental impacts are detected. 

You should note that this letter does not constitute Department "certifica- 
tion" under s. 144.765 (2) (a) 3, Stats., as created by 1993 Wisconsin Act 453 
(Hay 12, 1994). Persons who meet the definition of "purchaser" in s. 144. 765 
(1) (c) must receive Department pre -approval prior to conducting a site 
investigation in order to be eligible for the liability exemption under 
s. 144.765, Scats. For more information about this, please contact Hark 
Giesfeldt at (608) 267-7562 or Darsi Foss at (608) 267-6713, at the WDNR's 
Madison office. 

The WDNR appreciates the actions you have taken to restore the environment at 
the WASCO property in Vest Allis. I apologize that the large number of 
leaking underground storage tank cases throughout the state prevented us from 
addressing this case more quickly. If you have any questions, please contact 
me at (414) 961-2746. 

Sincerely, 



Nancy s. Kochis 
Hydrogeologist 



enclosure 

cc: v/jeff Tracy, Drake Environmental,' Inc. 
Joan Schmaus, FECFA program, WDILUR 
SED case file 




e of Wisconsin \ DEPARTMENT OF NATURAL RESOURCES 



O«org« E. M«y«r 
Socratary 

June 15, 1994 



Southeast District - Annex Building 

4041 N. Richards StrMt 
P. O. Box 12434 
MIlwaukM, W1 53212 
TELEPHONE 414-961-2727 
TELEFAX 414-961-2770 



File Ref. 



F.I.D.* 241558130 
ERR - LUST 



Mr. Robert Zidar 

Concrete Raising Corporation 

2121 South 55th Street 

West Allis, Wisconsin 53219 

SUBJE€Tr— petroleum Contamination, Concrete Raising Corporation, 
fl21 South 55th Street, West Allis 



Dear Mr. Zidar: 



The Department of Natural Resources has received your request for review 
of the case file for the above-named site for closure. Upon review of the 
file, we find that we will need more information to proceed. 

The samples taken for groundwater characterization indicate the presence 
of Diesel Range Organics (DRO) , but no Gasoline Range Organics (GRO) or 
Petroleum Volatile Organic Compounds (PVOC) . Tanks removed were used for 
easoline storage. Please have your consultant, Drake Environmental, explain 
the presence of this petroleum contamination in the groundwater, i.e have 
there ever been diesel or fuel oil storage tanks at the site? Are there known 
DRO contamination sources in the vicinity? On what basis was the decision 
made to test for DRO in addition to GRO and PVOC? 

Please provide us with this information, and we will review the file 
again when the above concerns have been addressed. The Department appreciates 
the efforts you have undertaken thus far to protect the environment at this 
site. If you have any questions about this letter, please write to the above 
address, or call Jim Delwiche at 961-2732. 

Sincerely, fi / V ' 

Kathleen Schneider 
Environmental Specialist 
Underground Storage Tank Program 

James C. Delwiche 
Hydrogeologist 

Underground Storage Tank Program 



cc: Jeff Tracy, Drake Environmental 
SED case file 





CERTIFICATE OF DISPOSAL 



This certifies that Waste Research and Reclamation Company, Inc., has 
properly disposed of waste from the below naned company on manifest 
number (s> listed below, in accordance with all applicable Federal, State, 
and local laws, ordinances, and regulations. 



Company Name: 
Company Address: 



Concrete Raising Corp 

Concrete Raising Corp 

2121 S 55th ST 

West Allis, WI 53219 

ATTN: 



Manifest #(s): 
Load #(s) : 



=/L 



0S/22/S4 



Material : 
Non Hazard Waste 



9406021 



Method : 

1 bbl ) Chemical precipitation in 
combination with 
biological treatment 



Sincerely, WASTE RESEARCH AND RECLAMATION 
Signed 

James L. Hager/President CEO 




Date: October 3, 1994 



July 26, 1993 



DRAKE 

ENVIRONMENTAL, INC 

Mr. Jim Delwiche 
Department of Natural Resources 
4041 North Richards Street 
P.O. Box 12436 
Milwaukee, WI 53212 

RE: Soil Remediation at the Wasco property located in West Allis, Wisconsin — 
Drake Project No. J93 169 

Dear Mr. Delwiche: 

The Wisconsin Department of Natural Resources (DNR) has reviewed the case file 
associated with a former underground storage tank (UST) at the Wasco property, 
(F.I.D. #241558130), located at 5116 West Lincoln Avenue in West Allis, Wisconsin. 
Based on their review, the DNR has requested additional information associated with a 
groundwater sample collected during the Remedial Investigation (RI) we conducted at 
the site. This letter provides the requested additional information. 

Mr. Robert Zidar owns the Concrete Raising Corporation and manages the Wasco 
property through Concrete Raising Corporation. Three USTs were removed from the 
Wasco site in September 1992. The USTs were 550 gallons, 1,000 gallons, and 2,000 
gallons in capacity and stored gasoline. During the RI and soil remediation phases of 
the project, we collected and submitted soil and groundwater samples to Enviroscan 
Corporation, an independent certified laboratory, for analyses. In general accordance 
with the DNR's Leaking Underground Storage Tank (LUST) and Petroleum Analytical 
and Quality Assurance Guidance (PUBL-SW-130 93, dated July 1993), selected soil 
samples were analyzed for gasoline range organics (GRO), petroleum volatile organic 
compounds (PVOCs), and total lead. The groundwater sample collected during the RI 
was analyzed for GRO, volatile organic compounds (VOCs), and lead. These analyses 
generally detect contamination associated with gasoline products. 

At the time the RI was being conducted, Mr. Zidar was refinancing the loan associated 
with the subject site through Firstar Bank of Milwaukee. Mr. Bob Jennings of Firstar 
requested the water sample also be analyzed for diesel range organics (DRO). DRO is 

." " . N80Wl4824App!etonAye. , ■ ... , ' . ; - 

v •. .. - Menomonee Falls, WI 53051' ' ' '•' • ' ■' ^ 
1 ; -Phone: (414) 253 : l440. ■ /. . • V : " : ' 



generally associated with contamination from heavier petroleum products such as 
diesel, fuel oil, or waste oil. Because the USTs at the site stored gasoline, we did not 
recommend the DRO analysis. However, because Mr. Zidar was refinancing the loan 
through Firstar and Firstar had requested the DRO analysis, the water sample was 
. tested for DRO. 

Neither GRO, VOCs, or lead were detected in the groundwater sample submitted 
during the RI. DRO was detected at a concentration of 108 parts per billion. The 
GRO and VOC results indicate that contamination associated with gasoline-related 
products does not exist at the site. The elevated DRO result indicates that 
contamination associated with heavier petroleum products may exist at the site. 
However, the DRO results are not consistent with the VOC results, which would also 
likely be' elevated if contamination associated with heavier petroleum products were 
present at the site. 

Because the presence of DRO in the groundwater may indicate petroleum due to 
heavier petroleum products, we reviewed the Wisconsin Department of Industry, 
Labor, and Human Relations (DILHR) inventory of USTs and the DNR's Leaking 
Underground Storage Tank (LUST) sites list to identify possible sources of 
contamination in the vicinity of the Wasco site. In addition, we interviewed Mr. Zidar 
to determine the historical use of the USTs at the Wasco site. To the best of Mr. 
Zidar's knowledge, the USTs at the Wasco site have only been utilized to store 
gasoline. 

Two properties in the vicinity of the Wasco site have USTs registered with DILHR. 
Grebe's Bakery exists on the adjacent property west of the site. Based on the 
Milwaukee Quadrangle map, groundwater flow at the Grebe's site is side gradient with 
respect to the Wasco site. An 8,000-gallon diesel UST was removed from the Grebe's 
site in 1988. However, the Grebe's site is not included on the DNR's LUST site list, 
and therefore, is not considered a likely source of contamination. 

The Oil Gear Company is located approximately 100 feet south, of the subject site. 
Based on the Milwaukee Quadrangle map, groundwater flow at the Oil Gear site is 
sidegradient with respect to the Wasco site. Six USTs at the site are registered with 
DILHR. Four of the USTs contain fuel oil, one UST contains kerosene, and one UST 



2 



contains an unidentified chemical. The USTs are currently in use. The Oil Gear 
Company is on the DNR's LUST site list for fuel oil contamination. On July 6, 1994, 
we reviewed the LUST file associated with the Oil Gear Company. Based on our 
review, soil and groundwater contamination exists at the Oil Gear site, but likely does 
not migrate onto the Wasco property, and therefore, does not likely affect the 
groundwater quality at the Wasco site. ^ 

Based on Enviroscan's laboratory report, the chromatogram associated with the 
groundwater sample was not distinct for either gasoline or diesel and contained 
significant compounds outside the diesel range. A copy of the laboratory report and 
chromatogram is attached. In addition, neither GRO or VOCs were detected in the 
groundwater sample. Therefore, it is our opinion that the DRO detected is not likely 
due to petroleum contamination, but rather, naturally occurring organic matter at the 
site. 

We hope this letter clarifies any concerns you may have regarding the DRO detected in 
the groundwater at the Wasco site. If you have any questions or require additional 
information, please call. 

Respectfully, 

DRAKE ENVIRONMENTAL, INC. 

Michael D. Frede, P.E. 
P^je^tManaier ^ Principal-Investigationmemediation Group 




cc: Mr. Robert Zidar 
20/J93169O 



APPENDIX E 



Waste Disposal Registry - Wehr Steel 



fox environmental services, inc. 
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Steel Co: MILWAUKff , WISCONSIN 



* 53219 



August 2, 1978 



State of Wisconsin 
Department of Natural Resources 
9722 West Watertovn Plauk Road 
Box 13248 

Milwaukee Wisconsin 55226 

Att: Terrence L. Yakich 

Cospliance Monitoring Coordinator 
Environmental Protection Section 



I? • 



Dear Mr. Yakich, 

Enclosed please find our Conpany Policy for the handling 
of P.C.B.'s. 

We have iaplesented it as is and will be pleased to honor 
your suggestions for addition or change. 




#a«id ^iSfNpwicki ^P4%|i-f 
arit Engineering Dept. 



DDN:pl 
cc: File 

Reading File 
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APPENDIX F 



DILHR Underground Tank Registrations 



fox environmental services, inc 



1-Z = HELP 



ggg§§gg£§geeeeeeeeeeeeeee§ee&eeeeeeee££ 
n WISCONSIN UNDERGROUND STORAGE TANKS n 
n MILWAUKEE COUNTY n 

ae&eeeeee CITY OP WEST ALLIS §Seeeeeee¥ 



78 OF 115 
SUBSET 
CTRL-G TO RETURN 
TO COMPLETE LIST 



ID 
000918 



UPDATE 
"ALLED 
SSED 

ONED 
OF SERV 
TUS 

CONSTR 



LOCATION 
WASCO 

5116 W LINCOLN AVE 
WEST ALLIS, WI 53214 

9/27/93 



9/17/92 



OWNER 

CONCRETE RASING CORP 

2121 S 55TH ST 

WEST ALLIS, WI 53219 



FED REG? 
USER TYPE 
CONTENTS 
CAPACITY 
CHEM CODES 



YES 

MERCANTILE 

DIESEL 

002000 



CLOSED - TANK REMOVED 
BARE STEEL 
LEAK DETECTION METHOD (S) : 
LL CONTAINMENT?: 
E CONSTR: BARE STEEL 

ING SYSTEM TYPE: SUCTION PIPING/VALVE AT PUMP-INSPECTABLE 
LE WALL PIPING?: PIPING LEAK DETEC METHOD (S) : NOT REQUIRED 

FILL PROTECTION?: 



-F10 HELP ° ANSI -BBS Fon using this program 



OFF CR CR 



fcrl-Z = HELP 



deeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeeE 
n WISCONSIN UNDERGROUND STORAGE TANKS n 
n MILWAUKEE COUNTY n 

aeeeeeeSe CITY OF WEST ALLIS ee£eeeeee¥ 



79 OF 115 
SUBSET 
CTRL-G TO RETURN 
TO COMPLETE LIST 



ID LOCATION 
L000919 WASCO 

5116 W LINCOLN AVE 
WEST ALLIS, WI 53214 



OWNER 

CONCRETE RAISING CORP 

2120 S 55TH ST 

WEST ALLIS, WI 53219 



YES 

MERCANTILE 

UNLEADED 

000550 



UPDATE: 9/27/93 FED REG? 

TALLED : USER TYPE 

JESSED : CONTENTS 
IDONED : 9/17/92 CAPACITY 
OF SERV: CHEM CODES: 

iTUS : CLOSED - TANK REMOVED 

CONSTR: BARE STEEL 

LEAK DETECTION METHOD (S) : NOT REQUIRED AT PRESENT 
jL CONTAINMENT?: 
>E CONSTR: BARE STEEL 
iPING SYSTEM TYPE: SUCTION PIPING/VALVE AT TANK 

|DBLE WALL PIPING? : PIPING LEAK DETEC METHOD (S) : NOT REQUIRED 

pRFILL PROTECTION?: 



I 
I 

I 



■F10 HELP ° ANSI-BBS ° Fon using this program 



OFF 



CR 



CR 



-Z = HELP 



£eeeeeeeeeeeeeee§eeeeeeeee£eeeeeeeeeee£ 
n WISCONSIN UNDERGROUND STORAGE TANKS n 
n MILWAUKEE COUNTY n 

^gggggggg CITY OF WEST ALLIS eeeeeeeeeY 



80 OF 115 
SUBSET 
CTRL-G TO RETURN 
TO COMPLETE LIST 



ID 
00920 



UPDATE 
ALLED 
3SED 
ONED 
OF SERV 
S 

CONSTR 



LOCATION 
WASCO 

5116 W LINCOLN AVE 
WEST ALLIS, WI 53214 

9/03/93 



9/17/92 



OWNER 

CONCRETE RAISING CORP 

2120 S 55TH ST 

WEST ALLIS, WI 53219 



FED REG? 
USER TYPE 
CONTENTS 
CAPACITY 
CHEM CODES 



YES 

MERCANTILE 

LEADED 

002000 



CLOSED - TANK REMOVED 
BARE STEEL 
LEAK DETECTION METHOD (S) : 

CONTAINMENT? : 
CONSTR: BARE STEEL 
G SYSTEM TYPE : 

E WALL PIPING?: PIPING LEAK DETEC METHOD (S) 

ILL PROTECTION?: 



F10 HELP ° ANSI -BBS Fon using this program E 



OFF ° CR ° CR 



Ui_ I ' HUN ltd : k3W 1 U : 



Siconsln Department of Industry, 
»r and Human Relations 



. UNDERGROUND 
PETROLEUM PRODUCT 
TANK INVENTORY 
Information Required By Sac. 102.142, Wis. Stats. 



Sand Computed Form To: 
rr . Safety a Building* Olvlslon 
^jP.O. Box 79M 
Madison, Wl 53707 
Telephone (608) 267-5280 



tderground tanks in Wisconsin that have stored or currently store petroleum or regulated substances must be registered, 
ease see the reverse side for additional Information on this program. An underground storage tank Is defined as any tank 
Ith at least 10 percent of its total volume (included piping) located below ground level. A separate form Is needed for 
i tank. Send each completed form to the agency designated In the top right corner. Have you previously registered 
ils tank by submitting a form? □ YES ■ NO I f yes, are you correcting/updating Information only7 □ Yes Q NO 



i registration Applies to • tank that if (check one): 

□ In Use or 18. O Newly Installed 4. ■ Closed - Tank Removed 8. □ Changed Ownership 

□ Abandoned with Product 8. □ Closed- Filled With (Indicate new owner 

□ Abandoned No Product (empty) inert Material. below) 
or With Water 7. □ Out of Service - Provide Pate: _„ 



Fire Department Providing Fire Coverage 
Where rank Located: 



U/ggr All is Fibje. 



IOCNTIPICATION: (Mease Print) 
Name *T) / 

tela tfrgpfr^V 

Villada 



Tank jite 



I City 



VU4- OH 



□ Town or: 



I Site Address ... i t\ „ I T*'*55 iS? UiV, 

: |Stat« l\ ' *'PAode I County. . i. 



Owner Mailing Address (mail sent here unless indicated otherwise in #3) 

CMpt; 



"Owner Name (mail sent here unless Indicated otherwise m cj below) Owr 
Alternate 'Mailing Name ll Different Than #2 



Alternate Mailing Street Address If Different ffgm 



□ village 



Q Town of: 



State 



I Zip Code 



Tank Ago '(date installed. H known: or years old) 1 5. Tank Capacity (gall 

_J j _^_ff_Ps-^^— — a^aa» 



sns) 14. tank Manuiacturer s Name Of knowrp^ 



TYP£ OP user (check one): 
□ Oas Station 2. □ Bulk Storage 3. □ Utility 




TANK CONSTRUCTION: 

8 Sara Steel 
Coated Steel 
□ Relined-Oate. 



4. CpWer civile llir , 
8. gdbtsldepial |"T.| 



2 n Cathodieally Protected and Coated Steel (A. □ Sacrificial Anodes or B. □ Impiafltd Current) 

a! □ Fiberglass S. □ Other (specify): 

7. □ Steel- Fiberglass Heinforted Plastic Composite 9. □ Unknown 



j»roval: 1. DNaflStd. 2. □ Ut 3. □Other: 

eerflll Protection Provided* pYei QNo if yes, identity type: 



* rank Double Walled? □ Yes Q No 
JplH Containment) □ Yes □ no 



K leak detection method: 1. □ Automatic tank gaugi ng 2. Q Vapor monitoring 3. □ Groundwater m J ni ^"9 ',U y^S^SwS 
!htn«s testing 3. □ Interstitial monitoring 6 □ Not required at present 7. □ Manual rank gauging (only for tank's of 1.000 gallons or less) 



PIPING CONSTRUCTION 



Bare 



?teel 2:acathodic.llyProtectedandCoatedorWrappedSteel(A.OSacriHci.lAnodesor B. □ impressed Current) 3. D 



K □ £££^«to A. a autoshuto«f: 8.0...rm;or C □ flow restrict or 2. □ Suction piping with check vlv,.t tank 



3. □ Suction piping with chock valve at pump and iwpectabte 



leak detection method: used if pressurlxed or check valve at tank : 1 . □ Vapor monitoring 
|f. rj Groundwater monitoring 4. Q Tightness testing 3. □ Une Leak Detector 



2. □ Interstitial monitoring 
6. □ Not Required 



oval: I.QNat'lStd 2. OUt J.ao*n« r: 



Double Willed: QYes QNo 



TANK CONTENTS 

p. □ Diesel 
pi Q Oasohol 

□ Unknown 

□ Chemical* _ 



2. □ Leaded 

6. □ Other 
10. □ Premlx 



3. ■ Unleaded 

7. Q Empty 

11. □ Waste Oil 

14. □ Kerosene 



4. □ Fuel OH 

8, □ SenoVQreveWlurry 

12. □ Propane 

13. Q Aviation 



|» # 13 Is cheeked. Indicate the chemical n«ma(») or numbers) of the chemical or waste. 



IHas a site assessment been completed ? (.see reverse side for details] 
fJYai QNo 



JA .Closed, Qive Oat* fmo/day/yr): 



itellation of a new tank Is being reported. Indicate who perf ormed the installation inspection: 
O Fire Department 2. □ OILHR 3. O Other (identify) 



» orijwner o> Operator (please prinij; 



alureoT 




W4J7 (P.. 12/51) 




Indicate Whether: 

fj Owner or O Operator 

date'Signed: 



■us,-/ Z0,tf?5 



L 



mfoK^x Complete as many Item, on this form as P^^-J:^^^^ M " W * M 
Information may causa you to fall under additional regulations. 



I 



Vlsconsln Department of Industry, 
»b»r and Human Relations 

arOfflcaUsf 
rank ID # 



. UNDERGROUND 
PETROLEUM PRODUCT 
TANK INVENTORY 
information Raqulrad By Sac. 102.142. Wis. Stats 



Sand Complatad Form To: 
Safaty & Building* Division 
o v P.O. Box 7969 
<V Madison. WIS3707 

Telephone (608) 267-5280 



indararountfWs In Wisconsin that have stored or currently store petroleum or regulated substances must be registered. 
£as?see the everse side for additional information on this program. An underground storage tank is defined as any tank 
S^^£'S^!!SmS ts total volume (included piping) located below ground levl. A separata form Is needed for 
Sen ?Jnk 5ancl each completed form to the agency designated In the top right corner Wave you previously registered 
ttotonlSvi^tUng* form? □ YES ■ NO If yes, are you correcting/updating information only ? □ Yes □ Mo 



his registration applies to a tank that I* (check one): 

n In Use or 1 8. □ Newly Installed 4. ■ Closed • Tank Removed 8. □ Changed Ownership 
I 2 □ Abandoned With Product «. □ Closed - Mad With (Indicate new owner 

3 □ Abandoned No Product (empty) Inert Material below) 

or With Water 7. □ Out of • Provide Date: 



Fire Department Providing Fire Coverage 
Where Tank Located: 



IDINTOTCATtON: (Please Prim) 
Tank £lte Name *p 



33 



. ,i V Q villa* 



iti«i^»« . a I Site Telephone No. 



I City 



Q Town of 



fl„ Owner Najmeirp^lltent here j^piws Indicated otnerwi 



2_ Owner Name (mall sent here unless I 



Q Town of: 



Owner Mailing Address (mail sent here 



Alternate Mailing Street Address If Oifferengtom <eg ■ y^f. 



3. Alternate Mailing Name II Different Than #2 



r Q city 1 □ Village □ Town of: 

l a. Tank Age (date installed"! fftnown: or years old) |». tankj Cepecitylgei 



TYPt Of USIR {check one): 
'"l. □ Gas Station 
[5. □ industrial 
1 9. □ Agricultural 

"TANK CONSTRUCTION: 
». ■ sere Steel 
|. □ Coated Steel 
Relined>Oate 



State | Zip Code 

snj) 16. Tank Manufacturer s Name (if kne 



2. □ Bulk Storage 
6. n Government 
10. ■ Other (specify): 





ler3tlte^ 
^esldjjtfial 



2 □ Cathodlcally Protected and Coated Steel (A. □ Sacrificial Anodes or B. Q impr 
4 □ Fiberglass □ Otner (specify)- 

7. □ Steel* Fiberglass Reinforced Plastic Composite 9. □ Unknown 



1 Current) 



^Approval: 1. QNaflStd. 2. □ UL 3- □ Other: 
I OverTlll Protection Provided? QYes QNO If yes, identify type: 



Tank fcoublt vV«U»ti> Yea LTno 



Is Tan» Double we 
Spill Containment? 



_ yea _ 
D Yet fl No" 



fi STe^e^fJCath^ , § %££!?*_ 

ty}££tZ« «■ □ SUZSAt^: AO.vtoshutof»; ^alarm/or C. □ I low restrktor 2. □ S uctlonplplng with check valve, t tank 

3. □ Suction piping with check valve at pump and Inspectable 

rtplng teak detection method: used it pressurized or check valve at tank: I. □ 
1. Q groundwater monitoring 4. □ Tightness testing S. □ line leak Detector 

pproval: 1 . □ Nefl 5td 2. □ Ut 3. □ Other: 



J Interstitial monitoring 
6. □ Not Required 

I Double walled: O v «* CJNo 



TANK CONT1NT5 
1. □ Diesel 

9. □ Gesohol 
j 9. Q Unknown 
|»3. O Chemical* 



2. □ Leaded 
6. □ Other 
10. □ Premix 



3. ■ Unleaded 
7. □ impty 
ii. o waste Oil 
14. a Kerosene 



4. □ Fuel Oil 

Bj Q SandASravel/Slurry 

12. O Propane 

13. Q Aviation 



If # 13 Is checked. Indicate the chemical nameffl or numbers) of the chemical or waste. 



■Tank Closed, dive DetP fmo/day/yr): 

)hZ. 

tWallation of a new tank is being sported, indicate. who performed the Installation Inspection 
1, □ Plre Department X. □ D.LHR 3. □ Other (Identify) 

tie bl Owner or Operator (please print): 

Oii»tvrejP>OTrri«»tJ«,Op«r«tor; 



Has a site assessment been completed? (see reverse side for detailil 
«Y«i QNo 



3.743? (». 13/9 J J 



Indicate Whether: 

■ Owner or Operator 

>ete Signed: 

, M 4 Zo.tif* 



P complete as many items on th is form as po»»$ «. f «l«i|VD ^rW» wWUm 
Information may cause you to fall under additional reflations. 



LK_ i -JU- ' yt) rMJN Uy 1 ° y 1 U : 



onsTn Department of Industry, 
r end Human R«i«tions 



fofflea Uie Only: £?jO ..»■ - 

'%e the reverse side for additional ""f^M^,^^ SSSSffil. A separate form I* needed for 
at least 1 percent of its total volume » <»« , «^5gr a ^^ a t hl top Fight corner. Have you previously Tegistered 
nt-nk. Send each comple ^ form to the agency desl g^ g y „ g y 

tank fay submitting a form/ lj TB3 J gJZji J I . ♦ . a r . re 

fngistration applies to .tank that is (check on.): 
"q In Use or 18. O Newly Installed «- n CI 
l ; /Abandoned With Product 
^Abandoned No Product (empty) 
1 or With Water 
rnENTIf ICATION : <Plea*e Print) 
T»nk$iteN»me 



«?vT-<j:*y 

UNDERGROUND 
PETROLEUM PRODUCT 
TANK INVENTORY 
information Required By Sec. 101.142. Wis. Stats. 



Send Completed Form To: 
Safety * Buildings Division 
P.O. BOX 7969 
Madison, Wl 53707 
Telephone (608) 267-5280 



' n ciosed • Tank Removed 8. □ Changed Ownarship 
□ Closed - Filled With (indicate new owner 

inert Material below) 
• ,Qutof Service-Provide Data:. — — ^^^jrsss^^ 



Fire Department Providing Fire Cover*9e 
Where Tank Locatad: 



□ Village 



| Site Address 



i site Telephone No. 



^indicated otherwisaln #3 below) 



ner Name m. 

< te 4 - r — 

/□Village 

Iternate Mailing Name n DitferentThan #2 



□ Town of: 



| City 



□ village 

known; or years o« 



p Town of: 



Tank Capacity <g« 



oWr'Mailing Address (jWttntksi* un, "» ,n,,,Mt,d otBt,M '^ "' #3) 



. iZipCode 
Alternate Mailing Street Add rets if 



State 



I Zip Code 
Tank Manufacturer's Name (it known* 



1 County 

rS&nty ^ 



cT 



2. □ Bulk Storage 
6. □ Government 
10. □ Other (specify):. 



□ Utility 
Q School 



4.;H£Mer' 



8. □ Red 



Idgjl 



:lla 

WfJ 



irova 



1: 1. ONaflStd. Z »ui 



2 . D C,thod,c,..yProtectedandCo a tedStee.(A. arS c,^ 
£ § gteUF'^lassftelnforcedPlasticComposlte 9- □ Unknown 
3. □ Other 



erf HI Protection Provided? 



nv« ouNo It yet, identify type: 

, : — 



Is Tank Double Walled I 



I Spill Containment? 
3. □ Groundwater monitoring 




,o leek detection method; used it pre»ur«eu I ™ — iff" " 5 . Hun, leak Detectoir 
□ groundwater monitoring «• □ Tigntnea ww« _ 

roval: 1. QNatlStd 2.«Ul 3. □ Other: 



m\ ^ng 5- □ Inte r stitial monitoring 6. P Notreauireoa^ - i ■ • 

HbewK 1 H Other (specify):, , «rc.. rt .» ftP i^no with check vawe at tanlc 



2. q intcr»H««' 
6- B Not Required 




"TANK CONTIMT5 
^. □ Olesel 

□ Gasohol 

□ Unknown 
p Che«'ic«l * 



2. □ Leaded 

6. □ Other 
10. □ Premlx 



3. 58 Unleaded 

7. U E m P tv 

11. □ Waste OH 

14. □ Kerosene 



4. 
B. 

15. 



□ Fuel O'l 

□ SandAlrevel/Slurry , 

□ Propane \ V 

g Aviation 



tt #13 :'^^^^, f ata t hach.mica.name(s)ornumber(s)ofth. chemical orwaste 



[lank Closed. Give Date (mo/day^r) 



ST. site assessment been completed I (see reverse side J=r J.JU 
""Yes DNo 




Swner or Operator tgieasa prmlj; 
hafUrjyJtfOwner Or Oper«pr: 



Indicate Whether: 

QO Owner or □Operator 

t Date Signed: 



sin Department of Industry, 
,nd Human Relation* 



. UNDERGROUND 
PETROLEUM PRODUCT 
TANK INVENTORY 
.formation Required By Sec 102.142. Wl«. StetJ. 



Send Completed Forni To: 
Safety & Buildings Division 
P.O. Box 7969 
Madison. Wl 53707 
Telephone (608) 267-5280 



itration applies to a tank that .» (.check one): Remov ed 8. □ Changed Ownerihip 

nU „ or II. □ N.w.y stalled « ■ ^-J^JJ U { ,„d,«t, new owner 

koandonedW.thProdu* 6D f'!"t; t S below) 

" .' . sit* Telephone No. 



Fire Department Providian Fir» Coverage 
Where Tank Located: 

\lUt flu.*, f,^ - 




»t Of USl" (Check onel 
Cat Station 
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State of Wisconsin 



CORRESPONDENCE/MEMORANDUM .,,,,„„, R .,^„ 

Bureau of Solid & Hazardous Waste Management 



January 7, 1993 
Lyman Wible - AD/5 



DATE: 
TO: 

FROM: Paul Didier - S^//2^^<.- 

SUBJECT: Management^ Waste Lamps and Light Bulbs 



FILEREF: 4430 



George Meyer - AD/5 



This memorandum prepared by the Hazardous Waste Management Section addresses the issue of how to 
properly manage waste lamps and light bulbs in Wisconsin. The proposed approach attempts to achieve 
increased environmental benefits by regulating the recycling of waste lamps and light bulbs in a less 
burdensome manner. 



Background 

The U.S. Environmental Protection Agency promotes energy efficiency and clean air through its Green 
Lights Program, which encourages businesses, factories and governments to replace older, less efficient 
incandescent and fluorescent lights with newer, more efficient fluorescent lights. Through this effort, less 
electricity will be required to meet the same lighting needs as well as reduce carbon dioxide emissions from 
coal- and gas-burning power generation plants. However, businesses find that the discarded incandescent 
and fluorescent lights are usually hazardous wastes. Incandescent lights can use lead solders, while 
fluorescent lamps use mercury to help produce light. Many of these lamps have been found to be hazardous 
waste when tested using a modified toxicity characteristic leaching procedure, or TCLP (performed on the 
whole lamp, not a portion). Certain states are also concerned about waste mercury in the environment. For 
example, the Minnesota Legislature passed legislation to keep mercury-containing wastes out of the solid 
waste stream. 

The Wisconsin Department of Natural Resources (DNR) and the U.S. Environmental Protection Agency are 
reviewing hazardous waste regulations that apply to waste lamps and bulbs. The purpose of the review is to 
identify changes that may encourage the recycling of waste lamps and bulbs and achieve the same or better 
environmental protection. Hazardous waste management regulations can be modified to ease the regulatory 
burden associated with the managing these waste materials and still protect the environment. 

Until the hazardous waste rules are modified, the Department is acting to reduce the impact of hazardous 
waste regulations on persons who properly manage and recycle their waste lamps and bulbs. This memo 
discusses waste lamp and bulb management practices for businesses, lamp recyclers and households. This 
guidance memo does not permit businesses to dispose of waste lamps and bulbs in a sanitary landfill. A 
business or other hazardous waste generator that manages waste lamps or bulbs in a manner that is unsafe 
and inconsistent with the practices described in this memo is subject to the full enforcement provided by law. 



Applicability 

This memorandum applies to waste lamps and light bulbs that are: 

• hazardous waste (not all waste lamps and bulbs will meet the definition of hazardous waste, but there 
is no easy way to tell by age or manufacturer); 
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• destined for recycling (lamps that will be treated and disposed rather than recycled must be managed 
according to existing regulations); and, 

• intact (this guidance does not apply to broken lamps and bulbs). 

This guidance only applies to waste lamps and light bulbs for which a recycling option is available. When 
this memo was prepared, there were recycling options for fluorescent, mercury-vapor and sodium-vapor 
lamps but not for incandescent lights. 

"Lamps and light bulbs" mean items that serve as an artificial, continuous source of illumination through the 
generation of electromagnetic radiation by electricity. Examples include fluorescent light tubes and capsules, 
incandescent light bulbs, high intensity discharge lamps, and mercury-vapor and sodium-vapor lamps. 
Candles and photographic flashbulbs are not included. (If later information indicates that flashbulbs are 
hazardous waste this memorandum could apply.) 

Management Practices for Businesses with Waste Lamps and Light Bulbs Destined for RecvcHng 

Under this guidance, the Department proposes to use enforcement discretion and not enforce certain 
hazardous waste generator requirements against generators who recycle their waste lamps and light bulbs 
according to this memo. Generators who manage and recycle waste lamps and bulbs in the following 
manner will be complying with this guidance. This guidance applies in lieu of the hazardous waste generator 
requirements of ss. NR 610.07 or 610.08 and ch. NR 615, Wis. Adm. Cede, only for the management of 
waste lamps and bulbs by generators. 

Generator Storage and Accumulation - The generator must carefully package waste lamps and bulbs to 
prevent breakage. Generators should store waste lamps and bulbs in a secure area, either in the container 
the replacement tube or bulb comes in, or in other ways that prevent breakage. For example, some groups 
offer specially designed cardboard boxes to store used lamps. Both the lamp storage area and individual 
containers should be labelled as hazardous waste. Store tubes in covered containers so that persons can't 
break them by throwing other tubes or objects on top. Generator accumulation time limks will not be 
enforced until new regulations are approved. 

Generators should not break or reduce the size of the tubes. Breaking fluorescent lights releases mercury 
vapors to the atmosphere, which can contaminate our soil and water and be inhaled by workers. Hazardous 
waste generator regulations prohibit breaking tubes (hazardous waste treatment). Package accidentally 
broken lamps and bulbs in tough plastic bags (glass should not cut the bag) and then in a durable container 
(cardboard box or hard plastic container) or (preferably) in a tightly covered plastic container. Do not use 
metal containers since metal absorbs mercury. If the lamp recycler accepts lamps that are, accidentally 
broken in storage or transit, send them to the recycler. If the lamp recycler will not accept broken lamps, 
manage these lamps and bulbs as hazardous waste. 

Generator Transportation - Generators should document the transportation of waste lamps and bulbs 
according to Federal DOT-HMR/WisDOT regulations. Generators may safely transport their own waste 
tubes in their own business vehicles without a license, but only to a Wisconsin recycler or to a licensed 
treatment, storage or disposal facility that accumulates waste lamps and bulbs for recycling . Generators 
accumulating waste lamps and bulbs for recycling may transport them from remote sites to their centrally- 
owned site without a transportation license. Generators without a hazardous waste transportation license 
may not transport waste lamps or bulbs from their site to a site owned or operated by a different party or 
business, unless that business is a lamp recycler or licensed hazardous waste treatment, storage or disposal 
facility. 
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Generators also may contract with a licensed solid or hazardous waste transporter for shipment to a recyclei 
or hazardous waste treatment, storage or disposal facility within Wisconsin. If the generator is in Wisconsin 
and chooses to use a hazardous waste transporter, then the Department strongly encourages, but will not 
require, using a manifest for the waste lamps and bulbs. Generators shipping their waste lamps outside of 
Wisconsin for recycling should use a licensed hazardous waste transporter if required by the receiving state 
or states between Wisconsin and the receiving state. The generator should check with individual states to 
determine whether they require a hazardous waste transporter for waste lamps and bulbs transported into or 
through their state. Manifested lamp wastes shipped for recycling need not be included^on a generator's 
annual report. 

Treatment for Disposal (not Recycling) - A generator may ship its waste lamps and bulbs from its site for 
treatment and disposal like any other hazardous waste, instead of recycling them. A generator shipping 
waste lamps or bulbs for disposal must use a licensed hazardous waste transporter and must manifest the 
waste to a licensed treatment, storage or disposal facility. Generators should fully comply with the 
appropriate generator requirements of chs. NR 610 and 615, Wis. Adm. Code, when disposing of waste 
lamps or bulbs. 



Lamp Recvder Standards 

Waste lamp and bulb recyclers are hazardous waste recyders subject to the requirements for the legitimate 
recovery or reclamation of hazardous wastes under s. NR 625.06, Wis. Adm. Code. These recyders may also 
be hazardous waste generators subject to the appropriate requirements of chs. NR 610 and 615, Wis. Adm. 
Code. This guidance partly applies to lamp recyclers. Enforcement discretion regarding licenses for storing 
hazardous waste lamps and bulbs will be applied to waste lamp and bulb recyders who safely store and 
manage waste lamps and bulbs. If problems are found at unlicensed waste lamp and bulb storage facilities, 
the Department may require compliance with certain hazardous waste container storage facility requirements, 
compliance with all of the container storage requirements of chs. NR 630, 640 and 680, Wis. Adm. Code, or 
even compliance with the requirement to obtain a hazardous waste container storaee facility license. 
Recyclers who store waste lamps generated by others before recycling them will no"t be considered operating 
hazardous waste storage facilities as long as they observe generator storage and accumulation practices and 
operate in an environmentally sound manner. Facilities storing waste lamps may still need to obtain a solid 
waste storage facility license prior to operation, per ch. NR 500 and s. NR 502.05, Wis. Adm. Code. 

Management Practices for Households that Generate Waste Lamps 

Since waste lamps and bulbs generated by households are exempt from hazardous waste regulation under the 
household hazardous waste exdusion found at s. NR 605.05(l)(a), Wis. Adm. Code, household waste lamps 
and bulbs are not hazardous waste. However, the Department strongly encourag^ that households 
managing waste lamps and bulbs minimize the quantity of mercury and other hazardous materials entering 
the environment by following these practices. 

Do not break or crush waste lamps. Store waste fluorescent lamps and incandescent bulbs until local 
recycling options are available or the municipality conducts a household hazardous waste clean sweep 
program that takes these wastes. 
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Compliance 

Waste lamp and bulb generators and recyclers who mismanage waste lamps and bulbs in a manner 
inconsistent with this guidance are subject to enforcement under ss. 144.60 through 144.74, Stats, and chs. 
NR 600 through 685, Wis. A dm. Code. For the purpose of this guidance, "mismanagement" means 
intentionally breaking waste lamps and bulbs, breaking more than 10% of the total lamps and bulbs 
accumulated, storing broken lamps in open containers, transporting waste lamps or bulbs in an unsafe or 
unsound manner, or managing waste lamps and bulbs in a manner that may threaten public health or the 
environment. * 



Duration 

This guidance remains in effect until January 1, 1995, or until the Department or LLS. Environmental 
Protection Agency promulgates waste lamp and bulb management standards, whichever is earlier. 



The Hazardous Waste Management Section believes that these waste lamp and bulb management practices 
will allow generators to properly recycle their waste lamps and bulbs, yet substantially ease the regulatory 
impediment associated with existing hazardous waste management requirements. More importantly, the 
Department believes that this guidance will encourage proper management of certain common waste 
materials that contain hazardous metals. 

After considering the issues presented in this memorandum, I recommend that the Department use 
enforcement discretion in not applying all hazardous waste regulations to generators of waste lamps and 
bulbs who manage their wastes in the manner proposed herein. I believe that this approach meets the needs 
of waste lamp and bulb generators, yet protects public health and the environment. 



Approved: 




Date: 



Lyman^F. Wible, Administrator 
Division for Environmental Quaiitv 



George E. Meyer, Administrator 
Division of Enforcement 




(Hi -9J 
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P. Flaherty - LC/5 
E. Kavanaugh - LC/5 
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Management of Waste Fluorescent Lamps 
and Incandescent Bulbs 



Hazardous Waste Management Program 
Wisconsin Department of Natural Resources 



Waste fluorescent lamps and light bulbs contain toxic heavy metals and are usually hazardous 
wastes. Businesses, institutions and offices should recycle their waste fluorescent lamps rather 
than dispose of them in landfills. 

Why are waste lamps and bulbs regulated? 

Waste lamps and bulbs are regulated as hazardous wastes because they contain toxic heavy metals. If these lamps are 
burned or thrown into landfills, the mercury and lead in them can be released into the environment, where 
contamination problems may occur. Five types of lamps are of concern: 



Fluorescent lamps 
Sodium-vapor lamps 



High- and Low-pressure mercury vapor lamps 
High intensity discharge (HID) lamps 
Incandescent light bulbs 



The first four lamps contain mercury in concentrations that exceed the toxicity characteristic leaching procedure's 
(TCLP) limit Incandescent light bulbs contain lead at levels that exceed hazardous waste limits. (The TCLP test is a 
common laboratory test used to determine if solid waste contains harmful concentrations of certain pollutants.) 
Nearly every business, institution and government agency generates waste lamps and bulbs that could become a 
hazardous waste problem if not handled properly. The DNR has developed a policy encouraging lamp and bulb 
recycling that protects the environment while reducing the regulatory burden for managing waste lamps. This policy: 

* allows waste lamp generators to safely store and recycle their lamps without strictly following hazardous 
waste regulations; 

* does not permit businesses and other regulated groups to dispose of waste lamps and light bulbs in sanitary 
landfills if those waste lamps and bulbs contain heavy metals that exceed hazardous waste limits: and, 

* only applies to fluorescent and other mercury-containing lamps because recycling options do not currently 
exist for other types of waste lamps. 

Waste lamps that aren't recycled are subject to hazardous waste regulations that usually require storage, transport and 
other licenses or approvals from the state Department of Natural Resources. 

^9 What should I do with my waste lamps and bulbs? 



Place waste lamps in the cardboard sleeve or box in which replacement tubes or bulbs arrived, then store the lamps 
where they can't be broken, such as in a safe closet or basement. Mark the area and containers where waste lamps 
are stored as a hazardous waste storage area so people don't accidentally throw trash on the tubes and break them. If 
tubes are broken, they should be stored in a heavy plastic bag placed inside a rigid container. If a lamp recycler will 
take broken lamps, they may go to the recycler. Otherwise, broken lamps should be managed as hazardous waste, 
along with waste lamps that can't be recycled yet, such as incandescent light bulbs. 

Waste lamp generators may contract with a solid or hazardous waste transporter to move lamps to a recycler. 
Generators also may safely transport their lamps to the recycler. Generators may accumulate waste lamps from 
several locations in a central facility to ease transport and recycling. As long as waste lamps are going to a recycler in 
Wisconsin, it's not necessary to fill out a hazardous waste manifest for transportation in Wisconsin, although 
it's encouraged. If these wastes are being shipped to or through other states, then the transportation rules of 
those states should be checked. Waste lamp generators also dp not need to fill out annual reports for their 
waste lamps. This policy does not relieve generators of other hazardous wastes from any hazardous waste J*~JJ 
requirements. 



r^fiS! T f repla f ed ' b „ a ll T a *° f re freq^ntly replaced. Ballasts are heavy metal boxes associated with light 
tube fixtures that regulate the flow of electricity. Ballasts manufactured before 1979 may contain PCBs 
(polychlorinated biphenyls). PCBs in our environment are toxic chemicals that pose a health risk to nenni*. n „H 
wildlife. If a ballast is marked "No PCBs," assume it doesn't contain PCBs. If the ballot marked^ume It 
contains PCBs. Please call the DNR for information on management and disposal of PCB bllSS 

^ Waste Lamp and Bulb Transportation 

People who transport waste lamps and bulbs for others must have either a solid or hazardous waste transportation 
license, which are available from the DNR. Transportation to another state may require use of a transpXrSsed 
in that state and compliance with that state's hazardous waste transportation laws. "censea 

^ Lamp Recycling as a Business 

Businesses interested in lamp and/or bulb recycling must comply with waste recycling requirements. A hazardous 
waste storage license is not required as long as only waste lamps are safely stored in an environmentally sound 
manner. However, a solid waste storage facility license from the DNR may be needed. 

^ Are the lamps and bulbs I replace at home hazardous waste? 

Households are not subject to Wisconsin hazardous waste regulations, so this policy does not apply to them 
However, homeowners are encouraged to safely store their waste lamps and bulbs until a local recycling option 
becomes available or until a household hazardous waste collection project will take them. 

If you have q uestions, please contact your DNR District solid or hazardous waste staff. 

A list of fluorescent lamp recyclers and transporters follows. This list is not meant to be complete or an 
endorsement; it is a list of services known to be available. 



Recyclights 

2010 E. Hennepin Avenue 
Minneapolis, MN 55413 
800/831-BULB 

Mercury Technologies of Minnesota 
Fine City Industrial Park 
Pine City, MN 55063-0013 
800/864-3821 

Resource Recovery 

7253 Washington Avenue, South 

Edina.MN 55358 

612/828-9722 

Lighting Resources, Inc. 
386 S. Gordon Street 
Pomona, CA 91766 
800/57CYCLE 



FLUORESCENT LAMP RECYCLHRS 

Mercury Technologies Corp. 
140 W. Industrial Way 
Benida, CA 94510 
707/745-5173 

Nine West Technologies 
2444 Morris Avenue 
Union, NJ 07083-5711 
908/686-2220 

Mercury Recovery Services 
2021 S. Myrtle Avenue 
Monrovia, CA 91016 
818/301-1372 
818/303-2053 

Mercury Refining Company 
790 Watervliet-Shakcr Road 
Latham, NY 12110 
800/833-3505 



Quick Silver Products, Inc. 
200 Valley Drive, Suite 1 
Brisbane, CA 94005 
415/468-2000 

(UV-arc, HID, and Hg vapor lamps only) 

Advanced Environmental Recycling 

Corporation 

2591 Mitchell Avenue 

Allentown, PA 18103 

800/554-AERC 

Bethlehem Apparatus 
890 Front Street 
P.O. Box Y 
Hellenown,PA 18055 
215/838-7034 



LAMP AND BULB TRANSPORTERS and STORAGE FACILITIES 



Mineral Springs Corporation 
Port Washington, WI 53074-0500 
800/932-6216 

Environmental Solutions, Inc. 
Wilson Ridge 

7500 Flying Cloud Drive, Suite 750 
Minneapolis, MN 55344 
612/946-1315 



Incinerator Boiler Corp. of America 
(IBCA) 

11930 W. Silver Spring Drive 
Milwaukee, WI 53225 
414/536-5166 



Dynex 

4751 Mustang Circle 
St. Paul, MN 55112 
800/733-9639 



Chemical Waste Management 
2000 S. Batavia Avenue 
Geneva, IL 60134-3329 
708/513-4518 



Prepared by the Bureau of Solid & Hazardous Waste Management, Hazardous Waste Management Section (1/93) PUBL-SW-m 
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GERALD T. FRANK 

EDUCATION 

Completed the following courses at Lakeshore Technical College, Cleveland 
Wisconsin and maintained a 4.0 GPA. ^.. cyc , uieveiana 

Geology/Meteorology/Mapping 
Hazardous Materials - Environmental Sampling 
Hazardous Materials - Identification & Characteristics 
Hazardous Materials - In House Management 

PROFESSIO NAL CERTIFICATIONS 

Certified Asbestos Inspector - State of Wisconsin 

Certified Asbestos Management Planner - State of Wisconsin 

Certified UST Site Assessor - State of Wisconsin 

BACKGROUND AND EXPERIFNirF 

Mr. Frank has over 5 years of experience in underground storage tank removal 
Phase I Environmental Site Assessments (ESA) groundwater sampling soii 
sampimg site remediation and asbestos inspection and management activities 
Mr. Frank has been employed at Fox Environmental Services, Inc. as an 
Enwonmental Technician since 1989. Prior to 1989 Mr. Frank had been employed 
by A. T. & T. as a Systems Technician for 33 years. 

Specific experience includes: 

• Managed the investigation, response, and remediation in several cases of 
leaking underground storage tanks. 

• Managed the investigation of over 100 environmental site assessments of 
property, including industrial facilities and operations. 

AFFILIATION S/ACTIVE REGISTRATION 

Federation of Environmental Technologists 
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Manager, Health, Safety A Fnvlrnnmonhl mm,- b^,. ^„.^. 

SWof"l^ P 2S5^ "terSTrH 1 " f °, r T ^omagnetio systems 

Ilfl«ill 

Administrator Fpyfronmentat Health nnd Safah,- H „^ P „ Ry lmar „ A 

equipment permits, hazardous wife storag ^d^i^JS^"^ 
fees and reports. aisposai, and regulatory agency 

Environrnentql Affairs Specialist- Rnrkwell 1.^ ., rj>nr ^„ ^ „ A 
Pr^ P coord n fna1ortr d K Tj 0nmen ' al , heal,h pro9ram for R( "*^ne Division. 

industrial Hyqrenist; N evada Indust rial Common i , as Veqag Mv 

Conducted industrial hygiene inspections of Nevada industrial facilities Pprfnrmow 
accdent .nvestigations and assisted in the development ~J2SSwiSr^^ 

PROFESSIONAL AFFH IATIHMQ 

Institute for Environmental Auditing 
American Industrial Hygiene Association 
Federation of Environmental Technologists 
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